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An Aseptic Field... 
A Sure Hand... 
A Reliable Anesthetie 


When the anesthetic bears the Mallinckrodt label, surgeons, anes- 
thetists and doctors can place implicit reliance in its performance. 
Modern as the newest shadowless operating lights, Mallinckrodt 
anesthetics are products of thousands upon thousands of research 
hours. Successful use in millions of operative procedures attests their 
uniform efficiency, purity and stability. Before release, every 
Mallinckrodt anesthetic is subjected to careful chemical analysis as a 
final check of its purity and uniformity. 


MALLINCKRODT ETHER for Anesthesia 
Other Widely Used Mallinckrodt Anesthetics 
Procaine Hydrochloride U.S.P. XI Paraldehyde U.S.P. XI 
MALLINCKRODT Cyclopropane* U.S.P. XI Chloroform U.S.P. XI for Anesthesia 
*Cyclopropane (Mallinckrodt) may also be obtained through the vari- 
ous offices of the Puritan Compressed Gas Corporation of Kansas City. 
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° GELATINE 

NO WONDERZ A DESSERTS 
ARE 

STEADILY GROWING IN POPULARITY! 


You'll score instantly by serving sparkling Edelweiss 
cherry gelatine dessert, or any of the fifteen exquisite 
flavors. Imagine how such unusual flavors as banana, 
ginger ale, mint or apricot will tickle your patrons’ 
palates! Visualize the colorful salads you can make! 
Consider what it means to be able to make at least an 


extra quart from the gallon size! 
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QUALITY FOODS 
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SEXTON FINE QUALITY FOODS 
FOR RESTRICTED DIETS 


ALL packed without sugar or seasoning. FRUITS packed 
in the NATURAL JUICE of the FRUIT. 


Analyses On Every Can 























With Ether 
Bottle 
$200.00 


The new model Printz Hospital Suction Unit 
illustrated on this page embodies many im- 
This new model — 
with ether bottle — retains all of the advan- 


provements in design. 


tages of the original Printz model, while the 
addition of the Ether Bottle greatly broadens 
the usefulness of this powerful and highly 
efficient suction unit. This new model is par- 
ticularly adapted for institutions whose bud- 
get will not permit the purchase of separate 
anaesthesia apparatus. 

The model with suction bottle only, is con- 


tinued, as it has very effectively fulfilled the 





New 


Improved Design — 
With Ether Bottle — for 


Heavy Duty Hospital Work 


Designed by 
Dr. O. J. Printz, Kansas City, Mo. 
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purpose for which it was originally designed 
— to meet the great need of surgeons for 
a suction pump built low so that it can be 
wheeled to any position desired without in- 
terfering with the surgeon or his assistants, 
and one with such an extra capacity vacuum 
bottle that it does not require frequent 
emptying. 

Both models of the Printz apparatus are fire- 
proof and explosive proof. They are equipped 
with a control valve to regulate negative pres- 
sure; the motor unit is noiseless and vibra- 


tionless. 


Sold Only Through Surgical Supply Dealers 


J. SKLAR MANUFACTURING COMPANY 


38-04 WOODSIDE AVE. 


LONG ISLAND CITY, N.Y. 
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They Tell Me: 


“If I enter the Army 
or the Navy I'll find 
Diack Contos in the 
operating rooms. I'll be 
glad to use them because 
I know that all the ther- 
mometers and gauges in 
the world won't tell me 
what Diacks tell me — 
that heat has penetrated 
the dressings and they 
are safe to use.” 


e & 


A. W. Diack 


5719 Woodward Ave. 
Detroit, Mich. 
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facilitate instrumentation 
and Minimize Colic 


LINICAL investigation and extensive clinical 

use emphasize the fact that ‘Depropanex’ de- 

proteinated pancreatic extract is a dependable 

and valuable therapeutic aid to the urologist. 

Because ‘Depropanex’ exerts a relaxing effect on the 

smooth muscle of the urinary tract, reflex resistance to 

instrumentation is decreased and, in many cases, abolished. 

The same mechanism which facili- 

‘Depropanex’ deproteinated pancreatic 


extract is supplied in 10-cc. rubber-capped 
vials. Literature sent on request. 


tates instrumentation also prevents 
postinstrumental colic in a large ma- 
jority of cases. The action of “Depro- 
panex’ is prompt, usually occurring 


6 
, ) 2 
within three minutes after injection, EGPIOPANErN 


and is without untoward side-effect. NT 
&, Yhine 
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A QUICK-ACTING and pleasant-tasting 


remedy for hyperacidity and flatulence 


Syntrogel Capsules, designed scientifically 
to combat excess stomach acid and hyper- 
motility, have found increasing hospital 
usage since first announced more than a 
year ago. Now, at the suggestion of med- 
ical friends, many of them gastroenterol- 
ogists, Roche has made available the same 
Syntrogel formula in a small, pleasantly- 
flavored tablet, which can be easily 
chewed, dissolved on the tongue, or swal- 
lowed whole. Their effect is immediate. 
Your staff may now call for Syntrogel in 


either Tablet or Capsule form. 


Favorable hospital rates apply on bottles 


of 250, lots of 500, 1000, 5000 and 10,000. 


We suggest that you stock one thousand 
for anticipated calls. The Tablets will 
be freely returnable for credit if not 


prescribed. 





INDICATIONS FOR SYNTROGEL 
e For relief of gastric hyperacidity or 
flatulence. 
e Symptomatic relief in peptic ulcer. 
e Gastric neuroses. 
e Dyspepsia due to mental upsets. 
e Dietary indiscretions. 
e Intolerance towards certain foods. 


e Gastric disturbances due to tobacco or 
alcohol. 


e Gastric inflammations. 











HOSPITAL DEPARTMENT 


HOFFMANN-LA ROCHE, INC. « ROCHE PARK e NUTLEY, N. J. 
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TAKE THE INITIAL STEP... 


PN THAT WILL MEAN A DRASTIC REDUCTION 










IN YOUR COST OF STERILE SOLUTIONS 


INVESTIGATE 


at once the budget-reducing possibilities of 


mS. 
FENWAL 


= Installation 


CASE HISTORY 





@ Hundreds of hospitals 
now prepare, store and ad- 
minister SAFE parenteral 
fluids under: the approved 
and standardized Fenwal 
Technic. Whether volume 
requirements are large or 
small, an adaptable and 
surprisingly inexpensive 
Fenwal installation will 
start paying dividends in 
convenience... security 
... Money saved... from 
the day it becomes a prac- 
tical addition to a well 
equipped service. 

PREPARATION APPARATUS 


& 
RE-USABLE CONTAINER 
DISPENSERS AND 
HERMETIC CLOSURES 


ADMINISTRATION UNITS 


WASHING ONETS 


WE INVITE YOUR DIRECT INQUIRY 


MACALASTER BICKNELL COMPANY 
171 WASHINGTON STREET CAMBRIDGE, MASSACHUSETTS 





THE SOLUTION DESIRED AT THE INSTANT REQUIRED 
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Safe solutions 
to begin with... and 
safer in use because of 
the Saftiflask’s complete 
simplicity. Just plug-in 
your injection tubing! 













With CurTTER Solutions in 






Safti flasks. 


RECENT published report 

quotes an executive of a 
hospital preparing its own solu- 
tions: “In the event of any 
reaction, the nurse reports the 
number of the bottle so that 
we can more accurately check 
the possibility of unclean equip- 
ment, etc.” 

The time to check the possi- 
bility of “unclean” apparatus, 
equipment failure or human 
error, is before reactions have 
occurred. 

At Cutter’s, random flasks of 
solutions from each lot are test- 
ed, chemically, physiologically, 


CUTTER Laboratories 


BERKELEY - CHICAGO +» NEW YORK 
Seattle - Los Angeles » New Orleans + Ft. Worth « San Antonio - Denver 


One of America’s oldest biological laboratories 


rabbits, not your patients, chance reactions! 


bacteriologically—by a staff that 
is wholly divorced from pro- 
duction. It is proven safe before 
administration. 

Such tests on solutions pre- 
pared in a hospital would alone 
cost far more than ready-to-use 
Cutter Solutions in Saftiflasks. 
Prescribe dextrose, saline and 
other solutions “in Saftiflasks.” 








In Cutter Saftiflasks, too 


Human Serum and 
Human Plasma 


from healthy white 
registered donors 


A “blood bank” for every 
hospital. No typing or cross- 
matching required. Simply 
remove Cap, insert connect- 
ing tube and start injection. 
In 250 c.c. Saftiflasks and 
50 c. c. bottles. 
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The Friendly Hospital Journal 


Distributed monthly to every hospital, sanatorium, and allied institution 
in the United States and dependencies 








HOSPITALICS 


We have often wondered why the biog- 
raphies of so many famous men begin on 
the farm. Now the veterinarians state that 
being born on the farm gives a boy an ad- 
vantage for success, because he has to learn 
to work, to fix things for himself, to hoe the 
garden and milk the cows. 

There might be a lot in that. They have 
a new proposal in Washington to teach the 
women of the nation how to do different 
things. When they are laying out their pro- 
gram they should consider some of the things 
a nurse is supposed to be able to do when 
she is out on a case — and they'd lay out 
a new set of specifications. 


Airplanes can carry certain “unofficial” 
passengers, and thus spread disease germs 
from one country to another, points out Dr. 
J. M. Chauvise. Careful inspection of planes 
for insect pests should be a routine measure 
of landing and the take-off. 

+ + 

How long does a dream last? We have 
had some bad ones that seemed to last for 
hours, but “Hygeia" says no, they seldom last 
more than ten minutes, and most dreaming is 
done by people aged 20 to 25. The proper 
age for love's sweet dreams. 

+ + 

Dr. Thebaut, in the JOURNAL of the In- 
diana State Medical Association, has an in- 
teresting article on mispronounced medical 
words. The best way to learn how to pro- 
nounce medical terms is to buy a medical 
dictionary — it gives you a phonetic pro- 
nunciation which is correct. Then if there 
is an argument, open the dictionary. 
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Any time you think you are having a ter- 
rible lot of trouble, just keep your eyes cpen 
and you will run across a person who has 
troubles that make yours seem insignificant. 

They just gave a school diploma to a |5- 
year-old crippled girl, who from infancy had 
been forced to lie on her back — and she 
taught her teacher how to take life with a 
grin, which well deserves a diploma. 


We did not know it before, but we have 
just learned that very few women are color 
blind. Maybe that is why they have so much 
more sense of color in the selection of clothes, 
decorations, and even when they are choosing 
the boy-friend's neckties. 

+ + 

The Camp “transparent woman” who (or 
which?) has been on tour is now a perma- 
nent exhibit at Chicago’s Museum of Science 
and Industry. 

+ + 

What this country seems to need is more 
and better babies. Abraham Lincoln pre- 
dicted that by this time the population of 
the U. S. would be 250,000,000. But a re- 
search man in the Scripps Foundation states 
that the U. S. birth rate has dropped three- 
fifths since 1810. 

The sad part about it is that the best type 
of citizen and the citizen who can best afford 
babies is not the one who is raising a real 
family. Another sad thing is that the idea 
of having just one baby in a family is bad 
for the child. Such a youngster is apt to 
be a spoiled brat. 

Maybe Roosevelt was right when he de- 
plored the tendency toward what he called 
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“race suicide.” The way the birth rate fig- 
ures look now, it seems as if the only class 
that wants to perpetuate itself so that its 
younger generation can take over the job of 
running the world is the under-privileged 
class on relief. 

This is strange, because children in fam- 
ilies are such great fun — such great cement- 
ers of the humanities and the relations that 
keep families together. And with the meth- 
ods of the modern hospital delivery room, 
having babies now is so much easier than 
it was in Lincoln’s time. 

+ + 

One of the great old pioneers of the x-ray 
has passed over the dim horizon. He was 
Dr. Charles Thurstan Holland of Liverpool, 
England, who first experimented with x-ray 
a few months after Roentgen made his dis- 
covery. 

+ ¢+ 

That great physician, Dr. Banting, who 
co-discovered insulin, died in an airplane 
accident. He died as a doctor would 
wish to die — putting his last effort into 
attending the wounded. Dr. Banting took 
care of a wounded companion and then 
rolled over and his great soul went to the 
reward it deserves. 

His monument is in the heart of every 
physician and every person suffering from 
diabetes. 

+ + 

These English are supposed to be without 
a sense of humor, but they can get a laugh 
out of nearly anything. 

Recently they captured a “hot-shot” Ger- 
man pilot who was badly shot up. They 
gave him a transfusion of two pints of Jewish 
blood. 

+ + 

Challenging the old theory that teaching 
left-handed children to write with their right 
hands is likely to make them stutterers, a re- 
cent study at the U. of Syracuse indicates 
that it is both good hygiene and good peda- 
gogy to have the “south-paws” cultivate the 
off-hand. 

+ + 

The medical profession should be in for a 
a busy time. The army is asking for over 
9,000 doctors to look after the trainees. 

+ + 

Another story of flying diphtheria aniti- 
toxin, this time on the Clipper to England, 
where a doctor has recommended compulsory 
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innoculation against diphtheria, also typhoid, 
paratyphoid, smallpox, tetanus, and enteric 
disorders. That would be a lot of shots. But 
what about when the influenza epidemic hit 
them? 
+ + 
A new reason for chilblains comes from 
New York where a doctor says they are a 
disease of the blood vessels, and women get 
more of them than men because of short 
skirts and sheer hose which are not ade- 
quate protection from cold in winter. 
+ + 
The Lobenstine School in New York City 
is giving its graduates a new title: “Certi- 
fied Nurse-Midwife.” The students must be 
graduate nurses with obstetrical and public 
health experience. 
+ + 
The life of a country paper editor is not 
generally one of luxury. One of these boys 
down in Mississippi needed an operation, and 
only had $6.17 in the bank. He editorialized 
and asked his readers to come across with 
their subscriptions. They did. He had his 
operation. 
+ + 
Another advantage of the airplane ambu- 
lance in Europe is that it makes the fighting 
soldier feel better. He knows that when 
and if he is wounded, he will get better 
care than any man who ever fought before 
in any war. 
+ + 
You would hardly believe it is so, but the 
forged medical prescriptions for narcotics 
zoomed 1,000 per cent last year. 
+ + 


Dr. McCurdy, of the Vanderbilt Clinic, 
suggests that every hospital form a mobile 
unit, equipped to handle emergencies any- 
where. Such units could render valuable serv- 
ice in military as well as civil emergencies, 
should they arise. 

+ 

We are glad to learn that war does not 
seem to interfere with the supply of monkeys. 
No, we don't mean the kind in fancy uni- 
forms. Just monkeys with tails — the rhesus 
kind that are used in experimental medicine. 

+ + 

A ship that was carrying 500,000 doses of 
the new influenza vaccine discovered at Rock- 
efeller was sunk by a submarine. This was 
a test shipment to give the vaccine a mass 
trial. 
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Esther Wolfe, R. N. 


ACK in the days when she was a “probie” at Asbury hospital, Min- 
neapolis, Esther Wolfe used to construct some fancy dream castles 
re: becoming a hospital supt. Those blue-prints for the future 

materialized in record time. For just as soon as she acquired her R.N., she 
went to an assistant executiveship, kept on going, and today is a volatile 
factor in hospital administration and nursing affairs in the state of Minne- 
sota. She becomes head of the state hospital association at the annual con- 
vention next month, you know. 

It came about, like this: after a year at her first position as assistant 
supt. at Western Minnesota hospital, Graceville, opportunity knocked, with 
a real chance to prove her mettle. A leading executive of the flour milling 
industry presented an elaborate residence to the town of New Prague, Minn., 
and selected her as the proper person to help establish and organize it as the 
first hospital in that territory. 

She was and did. With this success — a distinct feather in the cap of 
so young an executive — as a background, she was then asked to direct hos- 
pital and nursing activities at Ashton Memorial hospital, Pipestone, Minn. 
It was during her eight years here that she organized one of the active dis- 
tricts of the Minnesota State Nurses’ association. Just prior to her present 
post at St. Andrew’s, Minneapolis, she was head of Community hospital, 
Hutchinson, 

A lively interest in nursing associations has been a mark of her career, 
and in February 1938, she was appointed to the State Board of Nurse Ex- 
aminers. 

The Minnesota state group, as you know, has always championed the 
cause of the rural hospital, and during her many years in the smaller com- 
munities, Miss Wolfe was instrumental in directing its activities for the bene- 
fit of these smaller institutions — it’s been a hobby and a credo with her. 
A few years ago, with the then-current president of the association, she took 
time off from her hospital duties to visit the small hospitals of the state, ad- 
vising and lending inspiration where needed. 

As another practical demonstration of her genuine interest, Miss Wolfe 
has carried on the work of the Public Relations committee for the hospitals 
of Minnesota during the past several years, resigning only recently in order 
to give more of her time to the increased activities and duties of her present 
office. Has served also as board member and vice-president. She’s been a 
member of the Institute committee at the Center of Continuation Study, U. 
of Minnesota, since its inception. 

You'll find her listed in that new directory the A.C. of H.A. has recently 
put out — and note therein her membership in the board of directors of the 
State Hospital Service association. Needless to say, she’s a member of A.H.A. 

A native Wisconsinite, she was born in Dodge county, spent the 
earlier years of her life on the western shores of Big Stone Lake in South 
Dakota. 

In her leisure time, Miss Wolfe is quite likely to be found at the pipe 
organ — she hopes some day to resume music studies she gave up to enter 
nursing school. Or again you may see her at the wheel of her car, accom- 
panied by the hospital mascot, Andy Red Rumpus, her pedigreed Scotty. 
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Some scenes from last year's cele- 
bration which the camera caught. 
Pictures on this page and the two 
smaller ones on the next were 
snapped’ at New Haven (Conn.) 
hospital. To outsiders, many phases 
of hospital activity — routine to us 
— are a source of real curiosity. 
As you see here, even the house- 
keeping department was invaded by 
visitors. This hospital, as you know, 
got "honorable mention" for cities 
over 15,000. 
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ART AS A9DLIED TO MepieINE 


see conee 


Above is a hospital scene a !a 1904, com- 
plete with genuine antique dust-catchers, 
as staged by Paradise Valley sanitarium 
and hospital, National City, Calif., which 
received the Parke Davis publicity cup for 
cities under 15,000. Below it are two more 
photos from New Haven (Conn.) hospital. 
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OU keep your May 12 scrap-books. 

Now here are some leaves from ours 

. +. . Camera memories from I'affaire 
1940. National Hospital Day always offers 
some interesting pictorial ‘slants’ on our daily 
duties, as witness here. 

Paradise Valley sanitarium and hospital, Na- 
tional City, Calif., last year produced some 
interesting scenes, circa 1904, which you see 
directly above. The year 1904 is enshrined 
in the memories of this institution as the one 
in which they would have celebrated an open- 
ing day, if there had ever been any time to 
have an opening day. Before this occasion 
arrived, however, 20 patients had gained en- 
trance into the new institution, and the staff 
was kept so busy they never had time to cele- 
brate, so it had to be indefinitely postponed. 

Some of the pictures we didn’t get of this 
institution (and would have liked to) were of 
a ventriloquist’s act with a flock of white mice 
(popular with young National City Citizens, 
very) ; also of the group of 1904 “‘pioneers,”’ 
one of whom was the thrifty farmer from 
San Pasqual who donated two Jersey cows 
when the institution was first opened — nu- 
cleus for the present Grade A dairy of 25! 

New Haven (Conn.) hospital was well 
prepared for visitors, as their “at home’ shots 
tell. Dr. Goldwater spoke as one of the 
pre-May 12 publicity highlights. 





This Harlingen, Texas, hospital piled up five yards of newspaper publicity — and an A.H.A. mention. 





St. Luke's, Milwaukee, gave free ambulance service, 
May 12. An A.H.A. winner for cities over 15,000. 


Valley Baptist hospital, whose camera al- 
lurements you see pictured at the top of this 
page, is located in the heart of Little Mexico 
in Harlingen, Tex. It serves four races, car- 
ries, unassisted, a tremendous charity load, 
and considers its most worthwhile efforts, last 
N.H.D., to be the organization of a Milk 
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Fund for the salvaging of underfed Mexican 
children. This was accomplished mainly 


through the efforts of the local 20/30 club. An 
exhibition of water-color posters painted by 


local artists was a big success. The local gar- 
den club presented 60 decorative bushes, for 
purposes of “dress-up” and beautification. 

How do you like the ‘at home” scene on 
page 15? Things looked so inviting at St. 
Luke’s hospital, Milwaukee, that the stork 
stopped by for a look-see (strictly unofficial) . 

Citizens in Goldsboro, N. C., were startled 
to have their daily papers delivered by news- 
boys liberally bandaged from head to foot. 
Passing pedestrians asked plenty of questions, 
and the young heroes were primed and teeming 
with all the answers. 

This city is fortunate in having an active 
Aero club which obligingly staged a lightning 
blitzkrieg, in which Goldsboro and all sur- 
rounding towns were “bombed” with about 
20,000 Hospital Day leaflets. Cash awards 
for an essay contest drew 2,000 children to 
the hospital. Local merchants obligingly put 
up the money. Goldsboro hospital won the 
A.H.A. award for cities under 15,000. 

Columbia (S.C.) hospital, Parke Davis win- 
ner (cities over 15,000) staged a quiz after 
a theater showing of “Disputed Passage.” 
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Attempted incognito at St. Luke's, Milwaukee. 


(N.B.: Selected movie-goer guessed Helen 
Keller, not F. N.) 

The booklet titled ‘Pressing Forward” put 
out by the A.H.A. committee lists a variety 
of camera subjects to help when the news 
photographer calls at your institution. 


Meeting Calendar 


April 16, Louisiana Hospital association, New Orleans 

April 16-18, Hospital Association of Pennsylvania, 
Philadelphia 

April 17, Georgia Hospital association, New Orleans 

April 17-19, Southeastern Hospital conference, New 
Orleans 

April 17-19, Florida Hospital association, New Orleans 

April 21-23, lowa Hospital association, Des Moines 

April 24-25, Mid-West Hospital association, Kansas 
City, Mo. 

April 24-25, Nebraska 
City, Mo. 

April 24-26, Carolinas-Virginias Hospital association, 
Greenville, S. C. 

April 25-26, Washington State Hospital association, 
Tacoma 

April 29-May !, Ohio Hospital association, Columbus 

May 7-9, Tri-State Hospital assembly (Illinois, Indiana, 
Wisconsin and Michigan) Chicago 

May 12, Mississippi State Hospital association, Biloxi 

May 15-17, New Jersey Hospital association, Atiantic 
City. 

May 21-23, Hospital Association of the State of 
New York, New York City. 

May 22-24, Minnesota Hospital association, St. Paul 

June 16-20, Catholic Hospital association, Philadelphia 

Aug. 17-19, National Hospital association, Chicago 

Sept. 12-14, American Protestant Hospital association, 
Atlantic City 

Sept. 13-15, American College of Hospital Admin- 
istrators, Atlantic City 

Sept. 15-19, American Hospital association, Atlantic 
City 

Nov. 13-14, Kansas Hospital association, Topeka 

Nov. 13-14, Oklahoma Hospital association, Oklahoma 


Hospital assembly, Kansas 


City 
Dec. 4, Utah Hospital association, Salt Lake City 


——_-$—— 


Preliminary Convention Programs 
Out for Pennsylvania 

Preliminary programs are out, as we go to 
press, on the Philadelphia conference, April 
16-18. These associations are cooperating: 
the Pennsylvania Association of Nurse Anes- 
thetists, of Medical Record Librarians and 
and Physiotherapists. 

Supt. Roger A. Greene, Pottsville (Pa.) 
hospital, delivers the presidential address on 
Wednesday afternoon. Supt. Olin L. Evans, 
Homeopathic hospital, Reading, talks on a rat- 
ing schedule for graduate nurses. Laboratory 
control for the institutional laundry will be 
discussed by Dr. Pauline Berry Mack, professor 
of Textile Chemistry, Pennsylvania State col- 
lege. Prices and purchases for the coming 
year will be forecast by Will Ross, hospital 
- supply manufacturer of Milwaukee. 

“Medical Care in the Public Assistance Pro- 
gram” is Thursday morning’s headliner, as pre- 
sented by the Hon. Howard L. Russell, secre- 
tary of the Department of Public Assistance, 
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Commonwealth of Pennsylvania. A round 
table on administrative problems will have the 
able supervision of Herman S. Mehring, busi- 
ness manager of the mental department of the 
Pennsylvania hospital, Philadelphia. 

A trustee’s section occupies Thursday aft- 
ernoon, with greetings presented by Dr. Bert 
Caldwell, executive secretary of the A.H.A. 
Robert Dechert discusses the influence of gifts 
and bequests on income and inheritance taxes. 
Dr. Winford H. Smith, director of Johns Hop- 
kins hospital, Baltimore, talks on hospital par- 
ticipation in the national preparedness pro- 
gram. “Relationship of the Board of Trustees 
to the Attending Medical Staff” is the subject 
to be taken by Thomas Conway, Jr., president 
of Delaware County hospital, Drexel Hill. 

The annual banquet is Thursday evening. 
Various reports are presented Friday moining, 
and an important current topic will get an air- 
ing when Dr. Hubley R. Owen, director, Penn- 
sylvania department of public health, talks on 
preparation’ for catastrophes and emergen- 
cies, from the hospital point of view. 





A.M.A. ANNUAL SURVEY 
COVERS 6,291 HOSPITALS 


The annual report of hospital sta- 
tistics by the A.M.A. Council on 
Education and Hospitals, released 
in the HOSPITALS issue of the 
JOURNAL, brings us up-to-date 
on current hospital occupancy, 
growth, trends, comparative data. 
Here, for your convenience, are 
the most significant facts it dis- 





closes. 


EGISTRATION in the A.M.A. hos- 
pital directory as a species of “blue 
ribbon” is awarded to 6,291 institu- 

tions this year, a gain of 65 hospitals. There 
remain just 545, in other words, with definite 
objectionable faults or practices which bar 
them “from the fold.” 

Capacity of registered institutions has prac- 
tically doubled since 1918 and trebled since 
1909, while capacity in hospitals not regis- 
tered is less than two-thirds of 1% of this 
figure. So A.M.A. recognition has already 
done much to improve faulty conditions, 
and prospects look cheery enough re: even- 
tual reformation of the recalcitrant ones. 

How We've Grown 

Hospitals approved for internships, resi- 
dencies and fellowships now have greater 
capacity than all the hospitals in existence 
back in 1909, the current annual presenta- 
tion of hospital data by the Council on Medi- 
cal Education and Hospitals shows. With 
reports received from all but 56 institutions 
appearing in the Register, the figures just 
released picture the current hospital scene 
with a surprising degree of accuracy. Re- 
sponse on the basis of bed capacity was 
99.8%. 

This year’s list records A.C. of S. approval, 
if extended, for the questionnaire sent out 
this year was a combination one, “killing two 
birds with one stone” for both organizations. 

Of the net increase of 65 registered hos- 
pitals during the year, 27 were government 
institutions, and the remaining 38 nongov- 
ernmental. In general, the number of hos- 
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pitals, beds, bassinets, patients admitted and 
average census all increased in the groups 
of federal, state, county and city hospitals. 
The city-county hospitals showed a decline 
in these respects. Non-profit hospitals in- 
creased in number from 2,840 to 2,901, also 
in bed capacity. 

The classification hitherto known as “‘fra- 
ternal hospitals” is currently discontinued, 
for two reasons: their number and volume 
of work have steadily declined to a figure 
little more than 1% of the total for the 
nonprofit group; also, most of them no 
longer restrict their services to fraternity 
members, nor are supported exclusively by 
a fraternity group. So hereafter, look for 
this type of institution in the nonprofit 
category. 

The net increase in all hospital beds last 
year was 31,219, shared by 43 states and the 
District of Columbia. California, in par- 
ticular, “upped” her bed increase, with a 
gain of 7.9%. At the same time, a greater 
than usual number of institutions reported 
overcrowding. General hospitals, it seems, 
were occupied to 70.3% of capacity, as com- 
pared with 69.2% the preceding year. 

An American Phenomenon 

In general, the rate of gain in number 
of beds from 1909 to 1940 was 25,974 a 
year. “Hospital facilities have developed 
with a speed and in a manner truly Amer- 
ican” stresses the report, and “each locality 
is a problem of its own. So no formula as 
to number of beds per hundred of popula- 
tion can be used. Each situation demands 
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study of all local factors by townsfolk, and 
by expert counsel.” 

Hospitals having their own x-ray depart- 
ments numbered 5,303, although 20 did not 
report. In any case, such facilities are on 
the increase — there were only 4,890 in 1939. 

Negro patients were admitted to 4,230 
hospitals. They are barred in 1,577 institu- 
tions, and 484 questionnaires supplied no 
answer to this question. 

The number of stork—visits to hospitals 
last year was 1,214,492, an increase of 114,- 
779. This was. the largest gain ever reported 
since 1929, when such figures first were 
compiled. Only 4% of the births occurred 
in maternity hospitals, while 95.8% were 
in general institutions. 

a 
Winthrop Recalls Sulfathiazole 

Hospitals are being asked to return immedi- 
ately for exchange all tablets of Sulfathiazole- 
Winthrop, marked “M.P.” control series, as 
some of them have been accidentally con- 
taminated with phenobarbital. 

They should be returned to Winthrop 
Chemical Co., Inc., 170 Varick St., New 
York, N. Y. Better check up at once. 
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Hospital World Mourns Dr. Walsh 

The sad news about Dr. William H. Walsh 
travels the rounds of the hospital field, leav- 
ing a sense of sincere loss in its wake. His 
sudden death in Chicago on March 28, fol- 
lowing a major operation, “blacks out’ the 
career of one who had much to offer to hos- 
pitals and to his country. 

As one of our leading hospital consultants, 
a pioneer in the field, he has been associated 
with the construction and planning of more 
than 250 million dollars’ worth of building 
in this country, Central and South America. 

His military experience was similarly wide, 
through hospital corps service in the Philip- 
pine insurrection, as commandant of the base 
hospital at Camp Grant, Ill., and as Lieu- 
tenant Colonel in France during the last 
World War. He joined the U. S. Public 
Health Service as a surgeon in 1911, and 
was supt., chief surgeon and medical director 
of various Philadelphia hospitals, until the 
time of the last World War. 

Dr. Walsh was twice executive secretary 
of the A.H.A., and was a special consultant 
to the Chicago health department at the 
time of his death. 
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Triboro Hospital for Tuberculosis, newest of Greater New York's municipal hospitals. 
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T ST. MARY’S hospital, La Salle 
Ill, the pharmacy does other 
things besides compounding and 


filling prescriptions. It is one of our duties 
to dispense medicines directly to the in- 
dividual patient from the phaimacy. This 
is to insure that the administration of medi- 
cines will be carried through with the utmost 
accuracy. All medicines, including that in- 
tended for hypodermic use, ate prepared 
ready for final use in the pharmacy. 

As is true of most institutions, the student 
nurses are taught the proper technic of drug 
administration. They must always follow 
the routine procedure prescribed in such 
technic. Usually, medication 1s given by 
attendant registered nurses, but student nur- 
ses are well trained in this service, and no 
possibilities are allowed to exist for other 
than proper administration. 

When the staff physician has indicated the 
medication to be given, and the amount and 
frequency of dosage, the responsibility of 
charting, writing orders for the day and ob- 
taining same is the duty of the nurse or 
student, according to our usual routine. 





*Reprinted, courtesy of American Professional Pharmacist. 


DISPENSING 
DIRECT TO 
THE PATIENT* 


By Sr. Mary Hiltrudis Chlebik, R. Ph. 
St. Mary's Hospital 
La Salle, Illinois 


St. Mary's hospital has a newly 
enlarged pharmacy, in addition 
to some other fine improve- 
ments. Described here is their 
method of dispensing drugs di- 
rectly to the patient to insure 
efficiency, accuracy and safety. 


Each patient has an assigned number or 
supply of medicine glasses and_pillcups, 
according to the amount or quantity of medi- 
cine prescribed. Medicine glasses are pro- 
vided with covers, on which is hand-printed 
the patient’s name, room number, and pre- 
scription number. 


To insure efficiency in this routine, it is 
necessary for the pharmacy to give whole- 
hearted cooperation, as the pharmacist is 
chiefly responsible for its ultimate success. 
All drugs and solutions are prepared in the 
pharmacy. All narcotics are retained in and 
administered from the pharmacy, therefore 
the much dreaded hazard of missing or not 
being able to account for morphine is elim- 
inated. As syringes for narcotics and stim- 
ulants are sterilized in the central service 
department, they are prepared, wrapped sep- 
arately with two needles and sent from the 
pharmacy. No syringe is used more than 
once before re-sterilization. The pharmacy 
is notified when an hypodermic injection is 
desired, and the nurse prepares same under 
pharmacy supervision and administers it 
thereafter without question of its accuracy. 

Between the hours of 4 and 6 P.M., the 
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orders for cathartics are sent to the phar- 
macy, and the nurse arranges them before 
supper. After the scheduled 6 P.M. medi- 
cines are administered, the cathartics follow. 
Medicines needed during the night for the 
patients are brought to each floor at 7 P.M. 
from the pharmacy, and the night nurses 
return the supplies and materials in the 
morning. A Sister-Pharmacist is on call for 
emergencies at all times. 

The pharmacist prepares the individual 
medication, the nurses arrange it on the 
respective trays, marked for the desired hour 
of administration, and the routine is thus 
thoroughly checked by the pharmacy, mis- 
takes avoided and the proper administration 
of the number of doses and time of admin- 
istration guaranteed. The nurse is then re- 
sponsible for the completion of the routine. 


So far, the method has become routine, 
and has worked very well. In this smaller 
institution of several floors, averaging about 
80 patients daily, the method is a valuable 
one to insure efficiency, accuracy and safety. 
With sufficient help for the pharmacist or 
pharmacists to check the more extensive 
medication and increased number of trays, 
it should be possible to place this plan in 





A typical tray, marked for the hour of administration. 


operation in larger hospitals. It materially 
enhances the responsibility and standing of 
the pharmacy, and it impresses the nursing 
staff with the need for careful checking, con- 
trol, and accurate administration. 


-~ tf 


More Branches of Aviation Medicine 

The School of Aviation Medicine at Ran- 
dolph Field, Texas, now has 18 branches, re- 
cently established by the War Department at 
various air corps stations in the U.S., Hawaii 
and the Panama Canal Zone. 
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Measles, Alas} 

High “spot” in the measles epidemic in 
New York state was when a military parade of 
3,500 soldiers had to be called off at Mitchell 
Field, L. I., Feb. 15, because you can’t present 
a distinguished flying cross to a distinguished 
flyer if the flyer is in absentia. And Capt. 
William T. Hudnell, Jr., had to stay at home 
with the measles — one of a number of U. S. 
citizens similarly afflicted. 

Among New York school children, the cur- 
rent epidemic has set a new annual record, 
with a total of 41,669 cases reported since Jan. 
1. The only previous record which came any- 
where near it was back in 1922, when there 
were 40,569 cases reported for the entire year. 

Illinois had 4,152 cases throughout the state 
for the week of March 9. The total known 
incidence for 1941 to about the middle of 
March was 22,088, as compared with 454 in 
the same period a year ago. 

—_—__—___— 


Pungent Paragraph of the Month 

That cornerstone laying ceremony on March 
19 at St. Vincent’s hospital, New York City, 
was officiated over by Archbishop Francis J. 
Spellman, who used a silver trowel to set the 
stone, duly sprinkled thereafter with holy water 
from the ceremonial aspergillum. 

Former Governor Alfred E. Smith con- 
fessed nervousness: “I was afraid that the 
walking delegate of the bricklayers’ union 
would come along and ask our Archbishop for 
his union card. But we seem to have gotten 
away with it.” 

The new $1,300,000 building, by the way, 
will be 10 stories high, containing a solarium 
on the top floor, an operating unit, complete 
maternity service and a medical library. 

———- +f —— 


Congratulations, Mr. Bartine 

Supt. Oliver H. Bartine is receiving con- 
gratulations from many friends throughout the 
country for the enviable record of his institu- 
tion in having reduced the annual deficit in 
1940 to the lowest point since 1919. You'll 
find a comment about it in the Hospital Num- 
ber of the A.M.A. Journal. This was accom- 
plished in the face of declining gifts — to some 
extent minimized, by increased income from 
group hospitalization. 

The last annual report of this hospital anal- 
yzes figures from the beginning of the century, 
showing, among other things, how the cost 
per patient day has increased from $1.32 in 
1899 to $5.04 in 1939. 
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N ORDER to offer its patients the 

most intelligent, safe and efficient 

oxygen therapy, Israel Zion hospital, 
Brooklyn, N. Y., has set up a special depart- 
ment, according to a recent announcement 
by Supt. Boris Fingerhood. 

At present this new facility is housed in 
a room on the second floor of the main build- 
ing, set aside for the gathering, storage and 
issuing of all kinds of oxygen equipment. 
Cleanliness, sterilization and safety factors 
have been particularly stressed. Dr. Israel 
G. Epstein, consultant in chest diseases, is 
in charge, and William Charney, B.A., is 
technician. 

All the newest equipment is being gath- 
ered to assure the best methods for every 
individualized case in the hospital. Oxygen 
tents, B.L.B. rebreathing masks, Barach 
masks, face tents, nasal annulas and catheters 
are all available. The department rigidly 
controls their condition and use, and con- 
ducts all chemical assays necessary in the 
proper administration of oxygen, carbon 
dioxide and helium therapy. 

Interns in each service have been desig- 
nated for training in the use of oxygen, and 
as aides in its administration. Lectures have 





All patients are assured individualized treatment. 
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Israel Zion's New Oxygen Therapy Department 


Testing gas pressure — an important safety measure. 


been delivered to the staff, interns and nurses, 
on the physiology of respiration, indications 
for this type of therapy, and proper use of 
equipment. 

Tent therapy is particularly observed in 
respect to actual oxygen percentage and tem- 


perature of the tent atmosphere. Members 
of the staff seek consultation as to this type 
of care, which enables the department to 
maintain an oxygen percentage at a level 
prescribed by the attending physician. 

Use of oxygen and carbon dioxide, of 
course, has become more important within 
the past ten years. With a better under- 
standing of the problems of anoxemia, 
anoxia and acapnia, more and more have 
oxygen and various oxygen mixtures been 
used during the course of cardiac and res- 
piratory diseases and their complications. 
With the advent of helium oxygen mixtures 
as an aid in the treatment of the arterial type 
of anoxemia, another inhalation therapeutic 
measure was made available. 

With the stimulation in the use of oxygen 
and its combination, it is hoped, says Mr. 
Fingerhood, that research studies in oxygen 
therapy will be stimulated. Plans are being 
promulgated along these lines. 
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Tri-State Lays Big Plans for 
May Meeting 


Gone are the days when the official program 
of the Tri-State Hospital Assembly was a sim- 
ple leaflet. Fifty-three organizations and sec- 
tions participate in the May 7-9 meeting in 
Chicago at the Stevens hotel, this year, and the 
manifold activities planned are corresponding- 
ly voluminous. 

Limitations of space, alas, prevent our re- 
cording the sessions in full, but take our word 
for it, they “cover the hospital front’ thor- 
oughly and at length. The daily consultation 
service, with experts on hand to answer all 
queries, is a popular feature to be repeated this 
year. 

The general assembly Wednesday morning is 
on “Trends Affecting Hospital Administration 
and Service.” Nellie G. Brown, president of 
the Indiana Hospital association, presides, and 
co-chairman is Charles A. Lindquist, president, 
Hospital Association of Illinois. 

Twenty-four themes will pass in review at 
the accountants’ conference Wednesday after- 
noon. Topics are concrete and to the point. 

A Section Sure To Be Crowded 

Dr. Arthur C. Bachmeyer, president, A.C. 
of H.A., presides over the luncheon sponsored 
by his group, and administrators in attendance 
will hear such head-liners as A.H.A. President 
Benjamin W. Black speak on ““The Administra- 
tors Approach to Hospital Problems;” Dr. 
Malcolm T. MacEachern, associate director of 
the A.C. of S., whose subject is “Code of 
Ethics;” Dr. Robin C. Buerki, Wisconsin Gen- 
eral hospital, who talks on “Critical Self-Ap- 
praisal;”” and Supt. J. Dewey Lutes, who out- 
lines the development of the A.C. of H.A. 

Interest grows in hospital pharmacy, and the 
Wednesday afternoon conference on this sub- 
ject will have general as well as specific appeal. 

For the hospital purchasing agent, there’s a 
fine conference scheduled Weenesday after- 
noon which covers “Executive Procedure for 
Purchasing on Bid Basis,” by Earl C. Wolf, St. 
Mary's hospital, Rochester, Minn.; “Effective 
Quantity Buying,” by F. Hazen Dick, Univer- 
sity hospital, Ann Arbor; “Relation of Purchas- 
ing Agent to Administration,” by Albert 
Scheidt, Miami Valley hospital, Dayton, O.; 
and a general discussion by C. O. Auslander, 
Michael Reese, Chicago. Presiding is Robert 
C. Greve, University hospital, Ann Arbor. 

Gathering at the round table, Wednesday 
afternoon, will be a departmental get-together 
for all groups and sections, sponsored by the 
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Chicago Hospital council. Supt. Clinton F. 
Smith, Grant hospital, Chicago, is “at the 
head” of the table. Clarence T. Johnson, 
Washington Boulevard hospital, Chicago, is 
co-chairman. Co-ordinators are Dr. Buerki and 
Dr. MacEachern. 

Thursday morning’s two-hour general as- 
sembly will be devoted to a concentrated sur- 
vey of business methods, and will cover inclu- 
sive rates, solicitation of funds by mail, col- 
lection and control of cash, and all such prac- 
tical considerations having to do with red and 
black ink on the ledger! H. L. Fritschel, pres- 
ident, Wisconsin Hospital association, presides, 
and co-chairman is Dr. E. F. Collins, president 
of the Michigan state group. 

How can the nutritional condition of the 
general populace be improved? The dietitians 
will have the privilege of hearing this dis- 
cussed Thursday afternoon by Mary I. Barber, 
president of the American Dietetic association 
and food consultant in the office of production 
management of the U. S. Army. 

Health service for hospital personnel pro- 
vides the subject for Friday's general assembly, 
at which Dr. Buerki presides. 

Supt. Gladys Brandt, Children’s Free hospi- 
tal, Louisville, Ky., directs one of her famous 
round tables on small hospital problems Fri- 
day afternoon. There will be a special lunch- 
eon conference for sanatorium supts., and a 
hospital duplicate of “Information, Please.” 





The South's Second Largest 

Pilots, flying southward at night in lonely vigils 
with the clouds, are guided by a new red and white 
beacon which sends up its warning signa! about five 
miles from the airport at Richmond, Va. 

This beacon light flashed for the first time on 
January |, from its vantage point atop the new 
600-bed $2,500,000 hospital erected by the Medical 
College of Virginia, and dedicated on Dec. 5 by 
Governor James H. Price and a flock of notables. 

The towering 20-story structure is the largest steel 
building in the state, and it's the South's second 
largest hospital, conceding in size only to New 
Orleans’ behemoth 3,000-bed Charity institution. Two 
new services are provided, facilities for neuropsy- 
chiatry and contagious diseases. 

Built in the shape of a Maltese cross, utility rooms 
are located in the center. Rooms for patients in 
the wings are bright and cheerful, all with outside 
exposure. 

Some $300,000 worth of equipment has been in- 
stalled, including, we understand, severa! iron lungs 
— also toy trains for the expectant fathers’ rooms! 
To start with, air-conditioning is provided on the 
first and eleventh floors on which operating rooms 
are located. Toward the total expense of this new 
pride of the South, a grant of $1,144,800 was pro- 
vided by the PWA. The $2,500,000 figure incidental- 
ly, covers both building and equipment costs. 
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HODGE PODGE 


By Harry Phibbs 


HEN the daffodils begin poking 
their impudent snoots out of the 
mud, they start an urge in the 
human breast to clean up. Spring cleaning is 
as much a necessary tradition as Christmas 
decorating, and the junk men, the fellows 
who go around collecting odds and ends for 
charity, and the humble but essential garbage 
collector, have much debris to gather from 
both. 

But in the smoke and dust and rattle of 
brush, broom and rake, we have a particular 
kind of clean-up to advocate — and it be- 
gins back at Christmas and the idea that 
some kids get too many toys and some too 
few. 

The young fellow in our house, for in- 
stance, was bewildered by a poverty of rich- 
es. Toys of every shape and size, guns of 
every model from water-pistol to fortress 
cannon, shooting galleries, toy soldiers, an 
electric train, trucks, wagons, paint sets, tool 
sets, game sets, battleships and sailboats — 
and all of the rest of the tremendous constel- 
lation of things that the stores parade as 
gifts for children. , 

And when a little boy has a lot of relatives 
and friends, and they all want to give him 
something, they sure can collect a terrific 
conglomeration of gadgets, devices and 
“divilments.” 

I was sorry for our little fellow as he 
dashed from one thing to the other — wind- 
ing the key on one thing-a-ma-bob and as 
soon as it started whirling, rushing off to 
something else. And he didn’t get any real 
enjoyment out of any of them. 

The day after Christmas, all the toys were 
lying scattered around the Christmas tree, 
the play room and the rest of the house, 
while the young man was down in the 
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basement, supremely happy, whittling away 
with a jack-knife and some bits of wood, 
making a toy for himself. He was making 
a model airplane — and in the collection 
upstairs there were at least three very beau- 
tiful, highly varnished toy planes. But the 
youngster was having a lot of fun making 
one for himself. 

And that reminded me of a long time 
ago — and it is a long time ago — when 
I was a little fellow. And coming to Christ- 
mastime, I was taken downtown to be al- 
lowed to pick out my Christmas present — 
a very wise and kindly but dominant male 
relative had decided that instead of a lot 
of geegaws, I should have just one gift, one 
that I could use — and he would take me 
down so I could pick it out. 

Then he made a mistake. He marched me 
into the largest toy shop in the town — and 
when this old boy entered anywhere, he 
marched in. He swung his walking cane as 
if he were bringing his sword to “Present 
Arms!”, and giving a large ‘““Harumph!” in 
his throat as if he were about to bark a com- 
mand to a battalion: “Now, my lad, we will 
see that you get something worthwhile for 
Christmas.” 

“Young lady,” he said to the sales person, 
“I want to purchase for this little gentle- 
man one toy — and I want him to select it.” 

The young lady then conducted me to the 
rows and rows of counters piled with heaps 
and heaps of toys, and said: “Take your 
pick, little boy.” 

Now, how the heck could a little boy 
take his pick, when there was a very forest 
of all the things he could want to play with, 
stacked in front of him? 

The old gentleman had his choice: ‘‘Here’s 
a gun — a magnificent gun with a bayonet 
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HELPS SOLVE 3 DIET PROBLEMS 


An all-rye bread... safe in allergy diets 


Only 23 calories. - - fine in ‘o 
n food... .valuable 


w-calorie diets 


in normal diets 


Whole-grai 



































IN ALLERGY DIETS 


This Candied Apple Betty, made 
with Ry-Krisp, can be enjoyed 
safely by those allergic to wheat, 
milk or eggs. Tested recipe in- 
cluded in Allergy Diet booklet 
offered below. 


IN LOW-CALORIE DIETS Hit 


bos 2 the Low-Calorie Diet i 
booklet offered below, it is easy i 
i 
} 
i 
} 


to plan for overweight persons, 

satisfying meals like this...ham- cd i 
burger patties, broiled tomatoes, : 
green beans,corn, Ry-Krisp. 






































In Allergy Diets. Because it is made sim- 
ply of pure whole rye, water and salt, 


Ry-Krisp is a safe bread to include in 


7 International Units vitamin B,, is an 
economical source of energy and provides 


bulk to help stimulate natural elimination. 


wheat, milk and egg-free diets. Also a safe 


: In Normal Diets. Being a whole-grain 
ingredient when crumbled and used as ee? : 
food, Ry-Krisp is a desirable all-purpose 
flour in preparing many wheat-free dishes. 
bread for staff as well as patients. Baked 

| In Low-Calorie Diets. Ry-Krisp is indi- by a special process to bring out the full 
cated in low-calorie diets because each rich flavor of rye, Ry-Krisp is as delicious 


wafer yields only 23 calories, furnishes as it is wholesome. 
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ECONOMICAL. .. 4 wafers cost only a penny 


READY-YO-SERVE... Always fresh and crisp 





Packed in 48—3-oz. wax wrapped packages 








FREE TO HOSPITALS 


Allergy Diets...including lists of 
allowed and forbidden foods and 
tested recipes for delicious wheat, 
milk and egg-free dishes. 


Low-Calorie Diets...1700 calories 
for men, 1200 for women. Allow 
weight-loss of about 14 pound a 
day. Wide choice of foods. No spe- 
cial cooking. Supply all dietary 
essentials with possible exception 
of vitamin D. 


RALSTON PURINA COMPANY . 

971B Checkerboard Square, St. Louis, Mo. 
Please send____copies Allergy Diets, —— 
copies of Low-Calorie Diets and samples of 
Ry-Krisp. No cost or obligation. 
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you can fix, and a trigger where you can 
shoot caps. I'll teach you how to carry this 
like a soldier.” 

But just as I was reaching for the gun, 
my eyes saw a horse and cart — with a 
real harness so that you could yoke it to the 


cart. I reached for it. And just as I was 


poking the horse into the shafts, there was‘ 


a box of soldiers — the Black Watch High- 
landers, with tartans, kilts and black busbies. 
And a bagpiper! 

‘Now, that’s something,” said the avun- 
cular relative, “a fine, old regiment. Family 
traditions and all that kind of thing, my boy. 
Glad to see you pick it out.” 

But the young lady said, “Now what about 
this?” and held up for my astonished gaze 
a set consisting of a sword with a golden 
handle, a belt and a saber tach. (I wonder 
how many people now know what a saber 
tach on a sword-belt is?) And my random 
love lighted on that just long enough to 
draw the blade from the scabbard — when 
I saw a drum — a drum on which you could 
tighten the parchment just like a real mili- 
tary drum. And right there beside it was 
a trumpet — a trumpet with keys on it that 
you could play. Which of these could it be? 

And as I lingered in indecision between 
all these weapons of the military art, I saw 
a box of paints and a book with pictures 
that you could color. Now the gentler side 
of my nature was being appealed to, and I 
forsook soldiers, guns, drums and trumpets 
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for the paints — I wanted to paint pictures 
right then and there. 

But somebody fired a cap in the gun, and 
back I went to exploits of arms. And when 
they tried to make me say what I wanted, 
the natural answer of a child was: “I want 
them all!” For which I was awarded a 
clout of the walking cane on the back of 
the legs and the comment that I was a greedy 
little beast. Couldn’t I fix my choice on 
one thing like a gentleman and maybe a 
soldier? And I was hauled out of the store 
without further ado, and given the gun. And 
all the time that I snapped caps on that gun, 
my mind was wandering back to all the 
other things I did not get. 

So, thinking thus, I decided there was 
going to be a clean-up around our house this 
Spring, and the young man and I were going 
to have a conference about the matter. And 
we were going to take a lot of these dis- 
carded toys from last Christmas, wrap them 
up and take them down to an orphanage 
somewhere, where the little fellows don’t get 
so many toys at Christmas and where they 
can enjoy them any time of the year. 

And always in the future I am going to 
try to cut off the stream of toys that but cloy 
the palate and disturb the equanimity of a 
chap. And maybe a lot of them we'll not 
even open up, but we will write the name 
of some orphan asylum on them and let 
some little boy have a lot of fun out of the 
toys, second-hand. 

And instead of a lot of toys at one time, 
at different times throughout the year we 
will see if the youngster can’t get something 
that will help him do the things he really 
enjoys — a book to draw in, a new chisel 
to whittle wood with — because I don’t 
think grown-ups appreciate at all that the 
toy that is best beloved is the one a fellow 
makes himself. 

And if you don’t believe me, just observe 
some young lads about this time of year, 
when they are getting out into the back- 
yards and gardens. And see if they haven't 
a couple of bits of old wood, a hammer, 
nails and jack-knife — and maybe they will 
be making a sailboat, a battleship or an 
airplane. While hidden away, gathering 
dust in the basement or the attic, are all the 
ready-made presents that sate the senses at 
Christmastime, and that could very well be 
put to use right away to delight some less 
fortunate heart. 
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PLASMA & SERUM 


prepared with BAXTER EQUIPMENT 


Plasma and serum costs but little when prepared 
with SIMPLE, SAFE AND COMPLETELY CLOSED Baxter 
vacuum equipment. Blood is drawn from donor 
into a Baxter Centri-Vac for sedimentation or 
centrifugation. The plasma or serum is then as- 
pirated intoa Baxter Plasma-Vac for dispensing, 
storing, or for transporting — sEALED IN VACUUM. 
Write for Brochure “PSC” containing infor- 
mation on preparation, and abstracts regarding 


use for burns, shock, hemorrhage, and hypo- 





proteinemia, etc. 
* ALSO SERUM 
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Spring Under the Microscope 

Here it is, Spring again — or almost —- and 
if you're looking for some scientific justifica- 
tion for that April languor, hark to Dr. Wil- 

xy liam F. Peter- 
sen, who has a 
theory about 
physiologic ad- 
justments to 
weather (Ar- 
chives o “aot 
sical Therapy, 
Sept.). 

Those ameaies cold waves of winter, he 
says, have a significant effect on blood pressure. 
In general, each period of passing cold is as- 
sociated with a pressure increase, an “alarm re- 
action” or the A.R.S. phase (anoxia, reduction, 
sugar increase). Reaction to this reaction then 
sets in with a fall in pressure, and the blood 
becomes relatively acid. This is the C.O.V. 
phase (catabolism, oxidation, vasodilatation) . 
Result: fatigue, restlessness, general state of 
daffydowndilly — or spring fever, no less. 

Anent effects of weather, Dr. C. A. Mills, 
U. of Cincinnati College of Medicine (Modern 
Medicine, Oct.) says that an approaching storm 
makes for mental instability — it’s harder to 
think, suicides are more apt to occur, domestic 
troubles flare up, even animals are more in- 
clined to fight and become less reliable, ail be- 
cause the fall in barometric pressure upsets the 
water balance in body tissues. Some people 
change several pounds in weight, he has ob- 
served in some of his recent studies. 








New England Considers Plans 
for Defense 

Foreseeing that New England probably 
would be the first section of the country to 
suffer bombings in the event of aggression 
against this country, New England hospitals 
turned a large section of their convention meet- 
ing in Boston, March 12-14, over to considera- 
tion of their role in such an emergency. 

Dr. Frederic A. Washburn, director emeritus 
of Massachusetts General hospital, told the 
group that hospitals could enlarge their facil- 
ities rapidly, if needed, by constructing on their 
grounds small annexes, each providing facilities 
for 40 or 50 beds, as is now being done in 
England. 

The place of the hospital in national defense 
must be considered in two lights: cooperation 
in working out medical procedure for the selec- 
tive service act, in establishing military hos- 
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pitals in training centers; also preparations for 
civil emergencies such as bombings or epi- 
demics. This was the gist of the paper by Dr. 
Nathaniel W. Faxon, director, Massachusetts 
General hospital, which was read by Dr. Nor- 
man C. Baker, as Dr. Faxon was unable to 
attend. Dr. Faxon warned of the dangers of 
disruption of normal internships and residen- 
cies, and advised setting up a liaison between 
army and navy surgeons, state departments of 
public health and general hospitals. 

Some Current Dangers 

The dangers of sabotage in a highly indus- 
trialized area, such as New Haven, were pointed 
out by James A. Hamilton, director of New 
Haven (Conn.) hospital. The city has been 
divided into four hospital areas based on the 
density of population in each district, he said, 
with a skeleton personnel in each hospital to 
care for the possible needs of each district. 

Establishment of blood banks, training of 
nurse aides to relieve the strain on fully trained 
nurses, increasing enrollment of nursing per- 
sonnel, and cooperation between the small local 
hospital and urban general hospital were urged 
by Helen Goodwin, supt. of Rumford (Maine) 
Community hospital. 

Hospitals which refused to admit patients 
suffering from genito-infectious diseases were 
criticized by Dr. Nels A. Nelson, of the depart- 
ment of public health. 

More than 1,268 “hospitallers” registered at 
this 19th annual meeting, which was presided 
over by Dr. Joelle C. Hiebert, Central Maine 
General hospital, Lewiston, Maine, vice-presi- 
dent, in the absence of Dr. Charles F. Wilin- 
sky, director of Beth Israel hospital, Boston, 
president of the New England group, who was 
unable io attend due to illness. 

In addition to defense problems, many other 
current hospital topics were reviewed. Matters 
pertinent to the smaller hospital were aired in 
a symposium presided over by Dr. Allen Craig, 
medical director, Eastern Maine General hos- 
pital, Bangor, Maine. Dr. S. Hawley Arm- 
strong, executive secretary of the Pennsylvania 
Hospital association, read a paper prepared by 
Graham Davis of the W. K. Kellogg Founda- 
tion, on accounting. 

Importance of Records 

The American College of Surgeons presented 
its viewpoint on the importance of records 
through Dr. Huston K. Spangler, eastern field 
representative. “Purchasing and Inventory” 
problems were discussed by Pearl R. Fisher, 
supt. of Thayer hospital, Waterville, Maine. 

John MacGregor, trustee of Faulkner hos- 
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pital, Jamaica Plain, Boston, outlined the po- 
tential difficulties which will beset hospitals 
in procuring instruments under present cir- 
cumstances. 

“Continuing Education for Hospital Person- 
nel” was the subject of an interesting symposi- 
um, dealt with from the standpoints of phy- 
sicians, nurses, hospital administrators and 
trustees. 

A Wednesday afternoon symposium on pub- 
lic relations was lead by Supt. Oliver G. Pratt, 
Salem (Mass.) hospital. Rehabilitation of the 
patient, medical social service, occupational 
therapy, all had their “innings.” 

Officers elected are: Dr. Joelle C. Hiebert, 
Central Maine General hospital, Lewiston, 
president; Dr. Wilmar M. Allen, Hartford 
(Conn.) hospital, vice-president; Donald S. 
Smith, Mary Hitchcock Memorial hospital, 
Hanover, N. H., treasurer; Dr. A. G. Engel- 
bach, Cambridge (Mass.) hospital, secretary. 

Dallas Meeting Promotes Law 

for Licensing 

With an attendance of 1066, the Texas Hos- 
pital association, meeting in Dallas, Feb. 27 to 
March 1, set a new record for itself at the 12th 
annual convention. Those present were re- 
warded by an excellent program, and the privi- 
lege of being “in” on some important action. 

One of the principle considerations was in 
reference to a proposed law fathered by the as- 
sociation to provide licensing and inspection 
for hospitals. Necessity for this action was 
stressed by Dr. Bert W. Caldwell, executive 
secretary of the A.H.A., in an interesting ad- 


anon. Too True, Alas 

Supts. had many a chuckle out of the speech 
of the Very Reverend M. J. O'Connell, C.M., 
president of DePaul university, and some of his 
comments on “Hospital Progress and Its Chief 
Victims — Hospital Administrators.” A num- 
ber were noted nodding, for instance, at his 
reference to the “hospital administrator, grown 
gray in service of the sick, who remembers, 
with tongue in cheek, the changing standards 

. and how what was pontifically and in- 
fallibly pronounced right last year is just as 
pontifically and infallibly pronounced to be al- 
together wrong this year.”’ 

Hard times ahead for hospitals, in meeting 
plans for defense, civilian needs, maintenance 
of educational standards, etc., were forecast by 
Father Alphonse M. Schwitalla, Catholic Hos- 
pital association president, who spoke on “‘Hos- 
pital Service in the Social Crisis.” 
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A hospital institute will be held in Texas 
sometime in the future, according to Gerhard 
Hartman, executive secretary of the American 
College of Hospital Administrators. 

To the general subject of a fair wage sched- 
ule for hospital employees, some interesting 
contributions were made by Nellie Gorgas, as- 
sistant to the director, U. of Chicago clinics. 
You will want to read her paper in full, in 
our next issue of HTGB. 

Report on Group Hospital Service 

According to J. F. Kimball, administrator 
of Group Hospital Service, more than 87,000 
persons are now enrolled in this plan. 

Among other speakers were: President Ara 
Davis, Scott and White hospital, Temple; Dr. 
Joseph D. Doane, medical director, Jewish hos- 
pital, Philadelphia, Pa.; Sister Mary Patricia, 
administrator, St. Mary’s hospital, Duluth, 
Minn.; Supt. J. H. Groseclose, Methodist Hos- 
pital of Dallas; Robert Jolly, Memorial hospi- 
tal, Houston, and many more. 

These officers will serve the association next 
year: Harry G. Hatch, Northwest Texas hos- 
pital, Amarillo, president; Dr. E. M. Dunstan, 
Parkland hospital, Dallas, president-elect; Sis- 
ter Antonia, St. Paul’s hospital, Dallas, vice- 
president; Eva Wallace, All Saints hospital, 
Fort Worth, treasurer. Madelyne Sturdevant, 
Methodist hospital, Dallas, remains the execu- 
tive secretary. 

a ae 

Success Story from a Chicago Auxiliary 

Hats, hats, hats — cartwheels, berets, bow]- 
ers! The pre-Easter bonnet sale of the junior 
auxiliary of Children’s Memorial hospital, Chi- 
cago, is as regular as the flowers in spring, and 


P it’s always so well-at- 

6 2 tended that this year a de- 
Ba tail of policemen was on 
— Cnatiatien hand, in case they might 


be needed to keep order. 

About 500 millinery 
specimens were on display 
at the March 14 event, all 
recently discarded from 
flourishing wardrobes, and 
priced — $40 models and all — at between ten 
cents and four dollars. 

The sale was held at the White Elephant 
rummage shop for second-hand articles which 
the auxiliary group conducts for the hospital, 
and from which, for many years, they have 
turned over sizable sums toward the hospital's 
running expenses. 

A committee of 20 board members run the 
project, on a full-time business basis. 
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FOOD 


The A. M. A. Looks at Desserts 
The habit of topping off the meal with des- 
sert seems to be as old as recorded history, 
comments a recent article by the A.M.A. Coun- 
cil on Foods and Nutrition, in the Journal. 
Physiologically, this dietary postlude can serve 
two purposes: completely satisfying the ap- 
. petite, and keeping 
the gastric juices a- 
flow by the invit- 
ing taste and ap- 
pearance. 
In general, how- 
ever, desserts high- 
est in calories are 


proportionately 
poorest in other 
dietary _ essentials. 





In food-rating, the 
Council finds that only fresh fruits or those 
desserts in which milk or dairy products pre- 
dominate can be considered as nutritionally 
significant (except from the caloric angle). 
They therefore insist that commercial des- 
serts represented for use in feeding young 
children (or invalids) must contain milk or 
fruit, or a combination of the two, amounting 
to at least 50% of the product’s total weight. 


Artichokes Into Speed 

It is the Era of Ersatz, and France, in des- 
parate search for gasoline substitutes, has 
turned, of all things, to the artichoke. It takes 
250 pounds of this epicurean delicacy to pro- 
duce two gallons of motor fuel, but New 
France, turned utilitarian, considers first her 
depleted gasoline tanks. 


American Housewife Turns School Girl 

The average American housewife is all 
too illiterate about nutrition. Her knowledge 
of milligrams, riboflavin and the ABC's of 
dietetics should soon be plotted on the up- 
curve, though, with the launching of a na- 
tional “all-out” educational program, the 
most extensive ever launched by any nation. 

Chief pedagogue is Paul V. McNutt, 
Social Security Administrator, who has been 
named coordinator of all health, medical, 
welfare, nutrition, recreation and allied fields 
affecting national defense. He will be assisted 
by the National Research Council’s two com- 
mittees, one on nutrition, the other cover- 
ing American food habits. A third com- 
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mittee, headed by Dr. L. M. Wilson, of the 
Department of Agriculture, is coordinating 
all food data now in the hands of govern- 
mental departments. 

This gigantic task will be carried out 
through local organizations, the press, radio, 
retailers, food distributing groups. Various 
plans are under consideration to distribute 
more widely foods that spell health but 
are out of the economic reach of the huge 
low-income group in the country (since a 
1935-36 income survey indicated that two- 
thirds of our families have $69 a month in- 
come for a whole family). One method is 
to increase the number of free lunches for 
school children now provided by the Sur- 
plus Commodities Corporation. Last No- 
vember three million children were receiving 
them. By April, this number, they estimated, 
was to be doubled. Experts say at least nine 
million youngsters need such meals. 


Purity in Paper Packages 

Everything from “soup to nuts” is offered 
these days in paper packages, and what’s 
the use of having the food sanitary if the 
container isn’t? 

As a matter of fact, most American mills 
manufacturing pulp, paper and paper board 
for packaging perishable foods do exercise 
ways and means to keep down the bacterial 
count, according to information proffered by 
Dr. J. R. Sanborn of the New York State 
Agricultural experiment station (Modern Med- 
icine, January). And one good guarantee for 
it, is the fact that too high a count in the 
paper mix causes production and operating 
difficulties. He found a count of less than 
1,000 per cc. in the stock system, meaning 
that counts are kept down to less than 500 
per gram in disintegrated paper products. 

These conclusions were comfortingly echoed 
in a report by Wheaton, Lueck and Tanner, 
who found that fiber milk containers were 
supplied to dairies in a nearly sterile condi- 
tion, with about 80% yielding no viable 
bacteria. Of the remaining 20% that did 
show colonies, the most showed one a bottle. 


Appetite: Complex 

Life, it seems, has no simplicities. Dr. Paul 
Thomas Young, of the U. of Illinois, insists 
that even hunger is not one single elementary 
urge. There are at least five independent and 
variable kinds: for fats, carbohydrates, pro- 
teins, salt and water. 
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Three servings of COCOMALT 
per day — made with milk 
according to directions—give 
you — 


CocoMALT is used by many 
leading physicians for un- 
dernourished children, pre- and post- 
operative cases, anorexia of dietary 
origin, anemias, pregnancy and lacta- 
tion and numerous other conditions 
where special dietary needs are 
indicated. 


COCOMALT with other food drinks. It is 


not a mechanical mixture. All ingredients 
are malted together ... just the vitamins 
being added under controlled conditions. 
Precision manufacture plus uniformity is 
assured through regular biological tests. 
Clinical work, also, is continuous. 


Vitamin As to> 0. 4200 10. 
Vitamin B, < . .: . © 360 1.-U. 
Vitamin'D: ogee? 23402 17 U, 
VitaminG . « . . 4885S-B.U. 
Calcium: *. 3 34270 mgs. 
Phosphorus. . . . 1140 mgs. 


ee) ) Os eae Tas 15 mgs. 





For normal and therapeutic diets ... for young 
and old... 

CocoMALT is an energizing protective food 
of vitamin-mineral character. Readily digest- 
ible... easily assimilated . . . delicious. 


R. B. DAVIS COMPANY 


HOBOKEN, NEW JERSEY 


oco Mm @ it — THE MALTED FOOD DIETONIC FOR ALL AGES 


Aoril, 1941 





31 








California Convention Concen- 
trates on Preparedness 


Many western hospitals, particularly those in 
areas of defense industrial activity, now have 
an occupancy rate from 20 to 25% higher than 
ever before. This means they must utilize 
every inch of available space, and in some 
cases expand their facilities, according to Clar- 
ence J. Cummings, president of the Association 
of Western hospitals. 

With this situation as a motivating back- 
ground — plus the enticements of a splendid 
array of program features — more than 2,310 
hospital heads from 11 Western states, Alaska 
and Hawaii, flocked to the San Francisco meet- 
ing, March 3-6, “theme song’’ of which was 
“Hospital Preparedness in a Democracy.” 

A.H.A. President Dr. Benjamin W. Black 
warned hospitals to be ready for all emer- 
gencies. Problems in connection with deple- 
tion of personnel from hospitals for selective 
service were discussed by Dr. L. R. Chandler, 
dean of Stanford university medical school. 
Government plans were presented by Lieut.- 
Col. John F. Corby, M.D., of the U.S. medical 
corps. 

“With seven physicians needed in the army 
for every 1,000 soldiers, besides large numbers 
of nurses, technicians and hospital beds, all 
hospitals must investigate themselves critically 
and honestly, to determine the sizes of their 
minimum operating staffs,” said Dr. Chandler. 

Looking Ahead 

Urging an eight-point program — including 
bombproofing and gasproofing — for protec- 
tion of hospitals, Dr. William H. Walsh, Chi- 
cago hospital consultant, made one of his last 
appearances before his untimely death (see our 
Personals column). Many hospital folk 
will remember Dr. Walsh best as he appeared 
at this Western meeting, earnestly promoting 
his plans for preparedness. 

Among those counselling support of legis- 
lation granting draft deferment to medical 
students and interns was Dr. Bert Caldwell, 
executive secretary of the A.H.A. He urged 
classification, also, of hospitals as essential in- 
dustries for defense, so they may be given 
priority in obtaining supplies and retaining per- 
sonnel. 

The necessity for making adequate hospital- 
ization available to all people was high-lighted 
in a general assembly Thursday morning. Dr. 
John C. Sharp, supt. of Monterey County hos- 
pital, Salinas, outlined the voluntary hospital’s 
responsibilities; Dr. Black discussed it from the 
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point of view of the county-owned institution. 
The Fresno County Plan, a part-pay procedure 
was described by Dr. H. M. Ginsburg. 

Opening general assembly at this rousing 
meeting was presided over by Sister Elizabeth 
Clare, R.N., president of the Western Confer- 
ence of the Catholic Hospital association, which 
participated in the meeting. Presented at this 
session were Ernie S. Erwin, assistant comp- 
troller of Stanford U., and general chairman of 
the convention; Mayor Angelo J. Rossi; Rt. 
Rev. Msgr. Thomas J. O’Dwyer, Los Angeles 
director of Catholic charities. 

Next year’s meeting will be held in Seattle. 
Succeeding Clarence J. Cummings as president, 
is Supt. Ellard L. Slack, Samuel Merritt Hos- 
pital, Oakland. Other officers are: president- 
elect, Dale L. Smith, supt. of Santa Fe Coast 
Lines Hospital, Los Angeles; first vice-presi- 
dent, Rev. Richard T. Howley, of the Catholic 
Charities, San Francisco; second vice-president, 
J. O. Sexson, Good Samaritan Hospital, Phoe- 
nix, Arizona; treasurer, W. P. Butler, supt., 
San Jose Hospital. 

Association of California Officers 

Glenn E. Myers, M.D., of Compton sani- 
tarium is succeeded as president of the Asso- 
ciation of California Hospitals by F. Stanley 
Durie, supt., University of California Hospital, 
San Francisco. President-elect of the Asso- 
ciation of California Hospitals is D. L. Bras- 
kamp, superintendent, Alhambra Hospital, Al- 
hambra; first vice-president, Anthony J. J. 
Rourke, M.D., supt., Stanford University Hos- 
pitals; second vice-president, Rt. Rev. Msgr. 
Thomas J. O'Dwyer, Catholic Welfare Bureau, 
Los Angeles; treasurer is supt. A. E. Maffly, 
Berkeley Hospital. 

fe 
A. S. T. A. “Rounds Up" Some Local Color 

The A.S.T.A. program committee is going 
to great lengths to make Monday night of that 
May 11-14 convention in Dallas a real 
WESTERN night. 

They will set up 
in the ballroom of 
the Adolphus hotel 

typical western 


a 
ty sas f “town,” complete 
4 W 5 . 
s with frontier saloon 
— bar, brass rail, 


sawdust and _ ll! 
From a “chuck wagon” they're serving a ranch 
dinner with barbecued meat, cracklin’ bread, 
Mexican red beans, sweet onions, pickles and 
other delicacies typical of ‘Home on _ the 
Range.” 


Hospital Topics & Buyer 








(Number two je a series of six.) 
Common prollems in the 


“What are you doing to obtain such Four striking features of Amphojel, _Wyeth’s 
999 Alumina Gel, are recognized by clinicians: 


rapid ulcer healing 
P wi Amphojel provides prompt relief from pain. It 


\ / permits rapid healing of the ulcer. It cannot 


\/ be absorbed and eliminates the hazard of alka- 
losis. It reduces excess acidity without com- 





X-ray examination demonstrates a de- pletely neutralizing the gastric contents. 
crease in the size of the ulcer in 10 days a: ae we 

when Amphojel* is administered by the Amphojel, Wyeth's Alumina Gel 
continuous intra-gastric drip. Pain is Fluid Antacid . .. Adsorbent 


One or two teaspoonfuls either undiluted or with 
a little water, to be taken five or six times daily, 
etween meals and on retiring. 


Supplied in 12-ounce botiles 


relieved in 8 to 24 hours. 


AMPHOJEL 
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*Reg. U. S. Pat. Off. 


For the Convenience of Ambulatory 
Patients 

Wyeth’s Hydrated Alumina Tablets 
Antacid 

One-half or one tablet in half a glass 

of water. Repeat five or six times 

daily, between meals and on retiring. 

Supplied in bozes of 60 tablets 
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PRESCRIPTION PAD 


Notes on new pharmaceuticals, new drugs, new 
methods. A page for the hospital pharmacist. 


When Sleep is Indicated 

A short-acting hypnotic of relatively low 
toxicity is announced by Upjohn under the 
name Cyclopal. It is recommended for hyp- 
nosis and sedation for general medical use, 
preoperative sedation to allay anxiety and 
apprehension, obstetrical analgesia and am- 
nesia. 

Cyclopal induces deep and refreshing 
sleep in about 30 minutes. Its duration is 
from 4 to 6 hours, and it is free from un- 
pleasant hangover effects. In hypnotic doses, 
it has no appreciable effect on heart rate, 
respiration or blood pressure. It is rapidly 
destroyed in the body and does not appear 
in the urine. 

Cyclopal is supplied in 214 grain com- 
pressed scored tablets in bottles of 25, 100, 
and 500. The scored tablet facilitates ad- 
ministration of fractional doses. 
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The Oral Male Sex Hormone 

After years of intensive investigation, the 
Schering Corporation has just announced the 
release of a clinically tested, orally effective 
androgen : Oreton-M. 

Oreton-M, Schering’s methyl testosterone, 
has been proved effective for impotence 
caused by male hormone deficiency, for the 
male climacteric, and for other conditions 
resulting from deficient or failing gonadal 
function such as hypogonadism. 

It has been found that 3 to 5 mg. of Ore- 
ton-M, methyl testosterone (C,.H;.O.), tak- 
en orally, are equivalent to 1 mg. of testoster- 
one propionate given by injection. Ore- 
ton-M tablets containing 10 mg. of methyl 
testosterone are packaged in boxes of 15, 


30 and 100. 
——— 


Water-Soluble Vitamins In 
a Wafer 

Deficiencies of the Vitamin B Complex 
and Vitamin C (the water-soluble vitamins) 
are commonly associated, and it is for that 
reason E. R. Squibb & Sons, New York, re- 
cently developed Vitamin B Complex Wafers 
with Vitamin C. 

Each of these palatable wafers contains 
2 Gm. of high potency brewers’ yeast es- 
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pecially cultured for use as a source of the 
whole natural Vitamin B Complex, and 7.5 
mg. of crystalline ascorbic acid. Each wafer 
has the vitamin activity of: 

100 U.S.P. XI (Int.) units of thiamine 
(Vitamin B,) 

150 micrograms riboflavin (Vitamin G; 
B.) 

130 micrograms (approx.) pyridoxine (Vi- 
tamin B,) 

800 micrograms (approx.) pantothenic 
acid (filtrate factor) 

150 U.S.P. XI (Int.) units (7.5 mg.) 
ascorbic acid (Vitamin C) 

Also contains: 1.1 Gm. protein; 1.6 Gm. 
carbohydrate, 0.1 Gm. fat, 0.1 Gm. min- 
eral (ash). 

Intended principally for prophylactic use, 
Squibb Vitamin B Complex Wafers with 
Vitamin C are of particular value where ac- 
ceptability is an important factor. They are 
used as a diet supplement in the prevention 
or treatment of deficiencies in the water- 
soluble Vitamin B Complex and Vitamin C. 
The daily dose is three or more. In the hos- 
pital, these wafers will be found of partic- 
ular value in postoperative care, and during 
convalescence from non-surgical diseases. 

Squibb Vitamin B Complex Wafers with 
Vitamin C supplied in bottles of 50 and 100. 
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Empyema Treatment 

Metaphen in Olive Oil, 1:5000 is a sterile, 
nonirritating antiseptic oil intended for use 
in the treatment of selected cases of empyema 
following tuberculous pleural effusion or 
pneumothorax. 

It contains the organic mercurial anti- 
septic Metaphen (4-nitro-anhydro-hydroxy- 
mercury-orthoscresol, Abbott) in a concen- 
tration of 1:5000 in pure olive oil, and is 
supplied in ampoules containing 20 cc. 

Bacteriologic experiments indicate that 
Metaphen is able to inhibit the growth of 
tubercle bacilli in dilutions of 1:10,000, and 
that a few drops of a 1:500 Metaphen 
solution is able to kill the common secondary 
invaders of tuberculosis when added to a 
specimen of tuberculous sputum. 

The use of Metaphen in this condition 
adds a new conquest for this antiseptic. 
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Petrolagar* 
@ The establishment of Habit Time for bowel move- 
ment may be aided by the use of Petrolagar Plain. 
As part of a complete program for treatment of 
constipation, Petrolagar contributes to the resto- 
ration of normal bowel movement by softening fecal 
mass. 
Petrolagar induces comfortable evacuation which 


tends to encourage the development of a regular 


‘HABIT TIME.” 





*Petrolagar—The trademark of Petrolagar Laboratories, Inc., 
brand emulsion of mineral oil . . . Liquid petrolatum 65 cc. 
emulsified with 0.4 gm. agar in menstruum to make 100 cc. 








Petrolagar Laboratories, Inc. ¢ 8134 McCormick Boulevard ¢ Chicago, Illinois 
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«« CLINICAL NOTES » » 


Each month this department will contain highlights from original sources 
or from current medical literature of special interest to hospital people — 


Superintendents—Interns—Nurses. 


By J. F. Fleming, M.D. 


The New Pregnancy Test 

Every year, at least one new test for preg- 
nancy is described in medical literature. Some 
are based on ovarian response in animals, such 
as the Aschheim-Zondek. ‘These tests are reli- 
able, but require several days, and are some- 
what expensive. 

A few urinalysis tests have been described, 
but their lack of popularity suggests that they 
are inaccurate. Skin tests are numerous, but 
until recently have been only of theoretical im- 
portance. The prostigmin test has been useful 
in that it provides therapy in cases of amenor- 
thea not due to pregnancy. 

The new test consists in the injection of 
colostrum into the patient’s forearm. If the 
patient is pregnant, no reaction occurs. Other- 
wise, there is a slight reddening of the skin 
within a half hour. The method has the ad- 
vantage of being rapid and about 98% ac- 
curate in the cases studied. 


Combining Tetanus and 
Diphtheria Toxoids 

Prolonged immunity against tetanus has 
been sought for a long time. From the 
University of California medical school 
comes the news that a tetanus toxoid, capa- 
ble of producing almost permanent immu- 
nity, will soon be available to the general 
public. 

An additional feature is the combination 
of tetanus toxoid with diphtheria toxoid, 
making it practical to immunize routinely 


against both diseases at once. 
—— pf -— - 


A New Technic in removing 
Cancer 

“Chemosurgery” is the descriptive name 
given to a recently developed technic which 
assures the removal of an entire mass of tumor 
tissue with a minimum of destruction to the 
surrounding normal tissue. 

The process, briefly, consists in the chemical 
fixation of the suspected tissues in situ, so that 
they can be excised, layer by layer, and sub- 
jected to thorough systematic microscopic ex- 
amination as a guide to treatment. 

The principal advantage of this chemosurgi- 
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cal treatment is that it enables the sure removal 
of a given cancer, including all its irregular 
and unsuspected projections, with a minimum 
of destruction to the adjacent normal cells. 

The technic, with case reports, is presented 
by Frederic E. Mohs, in Archives of Surgery, 
February, 1941. It is admitted by the author 
that the chemosurgical method is time-consum- 
ing, and requires a certain amount of patience 
by the operator. It is not a procedure for the 
physician’s office, but for the hospital, where a 
pathologist should be available during the op- 
erative procedure. 

scien illo 


Iodine Helps Pregnancy 

From the University of Oregon medical 
school comes the report that iodine is of bene- 
fit during pregnancy. 

The three workers on this problem — Drs. 
F. B. Zener, Milkanth M. Phatak and N. A. 
David — observed that expectant mothers 
showed a greater sense of well-being and fewer 
abnormalities of labor. Recovery was more 
prompt and nursing was easier in the group 
treated with iodine than in the control group. 

Dividing their routine cases into two 
groups, three obstetricians treated one group 
with iodine during pregnancy, and treated 
the other group in the routine manner with- 
out iodine. They then reported their obser- 
vations on a large series. 

--— - tf —— 


A New Book 
Treatment in Clinical Pellagra 
By Seale Harris, M.D. 
Professor Emeritus of a U. of Alabama 
an 
Seale Harris Jr., M.D. 
Formerly assistant Professor of Medicine, 
Vanderbilt U. 
Published by C. V. Mosby, St. Louis, 1941, 
494 pages, $7.00 
Well known for many years as a student 
of pellagra, Seale Harris covers the field 
thoroughly in this new book. From the 
very interesting chapter on the history of 
pellagra to the very practical sections on 
specific therapy and dietary management, the 
reading is both easy and instructive. No 
one who treats pellagra should be without 
Harris’ book. 
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TURN WARDS 


INTO PRIVATE ROOMS 




















WITH 


CAPITAL 


CUBICLES 


Here Are 5xxxx* x Features 


Most Economical in Price 


Easiest to Handle... 


>t >t >t >t >t 


Send for folder T with complete details. 


Hooks Are Enclosed, Concealed and Noiseless. 
Neatest and Most Modern in Appearance 


Can Be Installed By Any Mechanic 
Hooks Cannot Jump or Catch 


Cannot Be Removed. 


Include rough sketch of your ward or room. 


CAPITAL CUBICLE COMPANY, INC. 


213 Twenty-fifth Street 


Brooklyn, N. Y. 


TELEPHONE: SOUTH 8-9365 








NOTE ALL THESE FEATURES 
Sanitary Solid Basket—14”x27”x9”—Spotless, 
— aluminum — Light weight — Easy to keep 
clean 
Covered Utensil Tray—6”x11”x4”—For sterile instru- 


shining 


ments, oils, powders, etc.—Cover opens flat on a 
piano hinge to become a handy table surface... 

Dust-Proof Drawer—11”x12”x7”—Roomy — draw- 
er on non-sticking track with safety catch. . . For 
diapers, dressings and other requirements. . . Re- 
movable for sterilizing. . . Out of the way when 
not in use. . 

Waste Receiver—Accommodates standard disposable pa- 


per bag. . . Swings out for use, under the bassinet 
at all other times. . Everything for the infant’s 
care! 
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A Low Cost Unit--- 
THE V.M. & CO. INDIVIDUAL BASSINET 


Helps Prevent Cre14-Infection 
Iu the Hospital Nursery 


Into this unusual new bassinet we have designed and 
built every single thing required for the proper care of 
the new born infant. Convenient — compact — in 
an instantly accessible arrangement it provides practically 
a complete individual little nursery for one child. The 
infant may be cared for almost without removal from its 
basket. This feature — an important advantage in 
ordinary infant care — makes this new bassinet ‘ndis- 
pensable in prevention of cross-infection in the hospital. 
It requires no more space than the ordinary bassinet and 
stand — yet saves your nurses infinite time, worry and 
work. 


Single Trial Unit, complete, $34.00 
Write For Details — Low Quantity Prices 


Semuing 
MEDICAL 
PROFESSION 





SURGEONS’ INSTRUMENTS 


OGDEN AVE. ~ VAN BUREN and HONORE STREETS 
CHICAGO, ILL. 
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««PERSONALS»» 


Atkinson, Dr. George $.—Formerly physi- 
cian-in-charge of White Earth (Minn.) In- 
dian hospital, now physician-in-charge of the 
U.S. Indian hospital, Santa Fe, New Mexico. 


Bird, Jaqueline—Is new supt. of Schlitz 


Memorial hospital, American Falls, Idaho. 

Birdsall, Mrs. Dorothy R.—Appointed 
supt. of Florence Crittenton hospital, Detroit, 
Mich. (See Hood). 

Carvolth, R. Arthur—New supt. of Pots- 
dam (N.Y.) hospital, succeeding Barbara A. 
Hunter, resigned. 

Clark, Lewis N.—Director of German- 
town dispensary and hospital, Philadelphia, 
resigned to enter Government Service. (See 
Smelzer). 

Cook, Mabel—Accepted position as supt. 
of Morgan County Memorial hospital, Mar- 
tinsville, Ind., succeeding Maude Woodward. 

Cooper, S. Pearle—Assumed duties as supt. 
of Brookville (Pa.) hospital, effective Feb. 17. 

Crosby, Dr. Edward L.—Appointed assis- 
tant director of Johns Hopkins hospital, 
Baltimore, Md. 

DeLong, Bertha—Assistant supt. of Whid- 
den Memorial hospital, Everett, Mass., ap- 
pointed supt. of New Hampshire Memorial 
hospital, Concord, N. H., effective April 1, 
succeeding Mrs. Alice C. Cleland, R.N., 
resigned. 

Dinkel, H. L—Appointed supt. of Craw- 
ford County infirmary, Bucyrus, O., suc- 
ceeding Clarence Miller, provisional ap- 
pointee. 

Ferdinand, Sister—Supt. of St. Mary hos- 
pital, Quincy, IIl., succeeding the late Sister 
Tabitha. 

Flower, Dr. Bardwell H.—Assistant com- 
missioner of the Massachusetts department 
of mental health, named supt. of Worcester 
(Mass.) State hospital. 

Ford, Lucille—Formerly assistant supt. of 
South Highlands infirmary, Birmingham, 
Ala., promoted to superintendency, succeed- 
ing Hattie Warlick, resigned. 

Gould, Andrew—Credit manager of AI- 
bany (N. Y.) hospital for the past three and 
one-half years, has resigned to accept a posi- 
tion as assistant supt. of Lenox Hill hospital, 
New York City. 

Green, Genevieve—Assistant supt. and 
night supervisor at Greater Community hos- 
pital, Creston, Ia., is new supt. 
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Hart, Beatrice—Supt. of Greater Com- 
munity hospital, Creston, Ia., resigned. 

Hood, M. Louise—Resigned as supt. of 
Florence Crittenton hospital, Detroit, Mich., 
after 20 years of service. (See Birdsall). 

Jackson, Marion L.—Supt. of Addison 
Gilbert hospital, Gloucester, Mass., coming 
to the institution from Winchester (Mass.) 
hospital, where she has been supt. of nurses. 
(See Sanford). 

Karan, Dr. Arnold A.—Former assistant 
director of Jewish hospital, Brooklyn, N.Y., 
and supt. and medical director of Work- 
men’s Circle sanatorium, Liberty, N. Y., 
appointed executive director of Beth Moses 
hospital, Brooklyn. (See Lipstein). 

Lipstein, Dr. Samuel—New supt. and med- 
ical director of Workmen’s Circle sanatori- 
um, Liberty, N.Y. (See Karan). 

Lopez, Aaron M.—Resigned as supt. of 
Warren (Pa.) General hospital. 

MacRitchie, John—Administrator of Hills- 
dale (Mich.) Community Health Center, suc- 
ceeding Lloyd Chadbourn, resigned. 

Merritt, Mrs. Edythe D.—Supt. of Mary 
Lanning Memorial hospital, Hastings, Neb., 
has announced her resignation. 

Mras, Dr. John—Resigned as supt. of 
Chester County hospital for the insane at 
Embreeville, Pa. 

Neaman, Mary Z.—Resigned as supt. of 
Lima (O.) Memorial hospital, where she has 
been in charge for the past two years. 

Peters, Nell C.—Supt. of Altoona (Pa.) 
hospital, recently tendered her resignation, 
which became effective March 15. She has 
been head of the institution for the past 17 
years. 

Rowland, Edwards—Formerly assistant 
supt. of Wesley Memorial hospital, Chicago, 
has assumed duties of supt. at Christian Wel- 
fare hospital, East St. Louis, Ill., succeeding 
the late Anna M. Holtman. 

Sanford, Mary L.—Resigned as supt. of 
Addison Gilbert hospital, Gloucester, Mass. 
(See Jackson). 

Sebastian, Sister M.—Is now in charge of 
St. Agnes hospital, Fond Du Lac, Wis. (See 
Seraphina). 

Seltzer, Dr. Herbezt A.—For the past four 
years assistant executive director of Brooklyn 
Hebrew Home and Hospital for the Aged, 
appointed executive director of the Home 
and Hospital of the Daughters of Jacob, suc- 
ceeding the late Adolph Lourie. 

Seraphina, Sister M.—Supt. of the Saint 
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Agnes hospital, Fond Du Lac, Wis., for the 
past 25 years, is now in charge of St. An- 
thony’s hospital, Hays, Kan. (See Sebastian). 

Sharp, Fred A.—Appointed supt. of Mar- 
garet Pillsbury hospital, Concord, N. H. 

Smelzer, Dr. Donald C.—Medical director 
and administrator of Graduate hospital, U. 
of Pennsylvania, Philadelphia, resigned to 
become director of Germantown dispensary 
and hospital, Philadelphia. (See Clark). 

Smith, Col. William H.—Will be com- 
manding officer of the U. S. army’s new La- 
Garde General hospital, New Orleans, La. 

Solon, Arthur B.—Wéill succeed Mary A. 
Land as supt. of Mount Vernon (N. Y.) hos- 
pital. He was formerly acting supt. of State 
of Wisconsin General hospital, Madison. 

Thompson, Mary Elma—Resigned as supt. 
of Huntington (Ind.) County hospital, in 
February. 

Travis, Dr. John H.—Is new supt. of Man- 
hattan State hospital, New York, N. Y. 

Walshe, Lillian—Acting supt. of Paul 
Kimball hospital, Lakewood, N. J., named 
supt. of the institution. 

Young, Ellen P.—Former supt. of nurses 
at Memorial hospital, Albany, N. Y., ap- 
pointed supt. 

Deaths 

Burrett, Dr. Claude Adelbert—President 
of the New York Medical College, Flower 
and Fifth Avenue Hospitals since 1939, and 
before that, dean and medical director since 
1935, died March 3 of a cerebral hemor- 
thage. Aged 62. 

Chrysostom, Sister—Administrator-Pres- 
ident of the board of Providence hospital, 
Mobile, Ala., since 1933, died Feb. 15, after 
a lengthy illness. 

Syrkin, Dr. Ephym Edward—For the past 
five years supt. of Beth Moses hospital, 
Brooklyn, N.Y., died March 26, after an 
illness of several months. He was 52 years 
of age. 

Walsh, Dr. Wm. H.—One of the country’s 
leading consulting experts on hospital plan- 
ning and organization, twice executive secre- 
tary of the A.H.A., died March 28, in Chi- 
cago, after undergoing a major operation. 
Aged 59 years. 

Openings 

San Francisco, Cal—A cardiovascular re- 
search laboratory was opened at Mount Zion 
hospital, Jan. 31. The facility will be under 
the direction of Dr. Meyer Friedman. A two- 
day celebration marked the opening. 
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Still Beautiful After 
10 Years of Service! 


The Tomac Silver Set 


Pure silver, on a solid 18% nickel silver base — that’s 
what gives this set its remarkable wearing qualities. 
It will stand the hardest hospital usage year after 
year (some sets are in service over 25 years) and still 
stay beautiful. 

The graceful classic lines, and rich, satin finish will 
harmonize with any design. The open inner spout in 
pot, and the rounded bottoms, free from cracks and 
crevices, make it easy to keep clean and sanitary. 
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Moscow, Idaho—The new Gritman Me- 
morial hospital was opened recently, at a 
cost of $105,000. The three-story building 
was financed by contributions from local 
citizens as a memorial to the late Dr. Charles 
L. Gritman. 

Monticello, Ill—Between 10,000 and 12,- 
000 persons flocked to the John and Mary 
Kirby Memorial hospital, Jan. 18 and 19. 
The new institution is lodged in the former 
home of Mr. and Mrs. A. F. Moore. 

Waterman, II].—East Side hospital, which 
had been operated for over a quarter of a 
century by the late Dr. P. E..N. Greeley, 
is to assume again its duties in serving the 
large territory under the direction of Dr. H. 
J. Neubauer. The institution is being mod- 
ernized to meet state health requirements. 

Worcester, Mass.—The one-story brick pa- 
tients’ recreation building under construc- 
tion at Belmont hospital was to be ready for 
use in February. The revised federal ap- 
propriation for the work was $6,263, with 
the hospital contributing about $5,400. 

Kalamazoo, Mich.—A combined receiving 
hospital and administration building at the 
Kalamazoo State hospital, completed in Feb- 
ruary, 1940, was occupied for the first time 
on Jan. 24. 

Ludington, Mich.—A new 16-bed unit 
of Paulina Stearns hospital has been com- 
pleted to care for enrollees of the 22 Lower 
Michigan CCC camps. 

Munising, Mich.—Construction work on 
the new home for nurses at Munising hos- 
pital was to be completed in January. The 
building, furnished, will cost $18,000 

Tecumseh, Mich.—The $25,000 addition 
to Tecumseh hospital has been completed. 
The new addition includes a six-bed matern- 
ity ward, nursery with 12 bassinets, larger 
and better equipped delivery room, two 
double and four single rooms with baths. 
Ceilings and skylights of the long hallway 
and delivery room are acoustically treated. 

Kosciusko, Miss—Construction was to be 
completed in February on the annex to the 
Montfort Jones hospital. To cost an es- 
timated $30,000 (of which $20,000 was the 
donation of Mrs. Jones), the annex will 
make the institution one of the most modern 
and best equipped in Mississippi. 

New York, N. Y.—The women’s auxiliary 
of New York Polyclinic medical school and 
hospital recently opened the ‘Poly Coffee 
Shop.” 
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New York, N. Y.—St. Luke’s hospital has 
a newly installed modern department of 
physical therapy. 

Galion, O.—The new $90,000 city hospital 
has been occupied since the middle of Feb- 
ruary. A modern, fireproof brick building 
containing 30 patient beds, it stands in the 
southwest part of the city on ground do- 
nated by John S. and Ralph E. Boyd, Galion 
industrialists. Mr. and Mrs. G. L. Stiefel 
donated $12,000 toward the hospital, and a 
campaign by Good Samaritan hospital’s 
board and auxiliary resulted in the passage 
in 1939 of a $55,000 bond issue toward the 
new institution. 

Cleveland, Tex.—The city’s first hospital 
held its formal opening the first week in 
January. Facilities include nine beds for pa- 
tients, an adequately equipped operating 
room, delivery and x-ray rooms, laboratory, 
kitchen and business office. 

—- — 4p 


THEY SAY THAT: 


The history of our country has repeatedly 
shown that there is no more patriotic group 
than the American physicians. They have al- 
ways responded generously to their country’s 
call for assistance. At this time, although 
this country is not engaged in war, the national 
preparedness program requires an adequate 
medical service. Without it, the program 
will be hampered materially. .... 

Let us repeat: The success of the national 
preparedness program depends to a large extent 
on adequate medical service. American medi- 
cine appreciates its obligations and will furnish 
a sufficient number of properly qualified phy- 


sicians. 
—Journal, Miss. Med. Assoc. 


It is preferable to have the chaplain or 
chaplains employed and paid by the hospital, 
just as it employs its medical social workers 
and other regular personnel; thus the chap- 
lain’s work and his time are more directly 
answerable to the hospital administrator. 
This will in no way conflict with the clergy- 
man’s ordination vows or with his higher 
loyalties. 

While a chaplain may receive his salary 
from a church or federation of churches, he 
still should be under the supervision of and 
directly responsible to the administrator, for 
it is essential that his work be coordinated 
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with the other care which the patient is re- 
ceiving. Further, the administrator is in po- 
sition to see that the work of one chaplain 
does not conflict with nor overlap that of 
another. 
—Rev. Russell L. Dicks, D.D. 
Presbyterian Hospital, Chicago 


Recently I heard of a hospital with a most 
unusual arrangement for the reception of 
patients. Grouped around a spacious lobby 
were the ambulance entrance, an ambulatory 
entrance, a counter-high shelf which served as 
an admitting office, an emergency operating 
room and the morgue, all labeled and ready 
for action. Imagine the thoughts of the patient 
when he is brought into this environment. 
Mechanical efficiency? Yes. Psychology? Kill- 
ing. 

, —Dr. Fred G. Carter 

Past President, A.H.A. 


Every fire which occurs in hospital buildings 
brings into disrepute our entire hospital system. 
The President of the United States has ordered 
that no sick soldier or sailor be housed above 
the first floor of the Army and Navy hospitals, 
unless the building is a fireproof one. This 
should be the rule of every other hospital. No 
permit to build new hospitals should be issued 
unless the plans call for fireproof construction. 


—“Hospitals” 


The principles of hospital administration are 
more or less the same in all hospitals, and yet 
no two hospitals, even of the same type, can 
really be administered in exactly the same way. 
As it happens, I have lived and worked in 
several different types of hospitals, and in small 
hospitals as well as in very large ones, both at 
home and abroad. I find that the same pattern 
underlies it all, but it must be fitted and 
trimmed and all the wrinkles must be ironed 
out if it is to be made to fit where it originally 
did not. 

—Pearl L. Morrison in 
“The Canadian Nurse”, Oct. 


Our mothers laid great store on the custom 
of making formal calls. One afternoon a week 
they sallied forth, resplendent in their best 
clothes, with the tooled leather card case 
clutched in their white gloved hands... . 

Today folks are not so punctilious about 
formal calls, but we wonder whether it would 
not be worthwhile for hospital administrators 
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to borrow this custom and go a-visiting. Most 
of us never see the inside of our neighbor 
hospitals. If we'd devote an afternoon a week 
to calling on another hospital administrator 
and going through his building, we would all 
probably gain many helpful ideas that would 
enrich the service of our own hospitals. 
—Bulletin, Missouri H. A. 


Resolved, That we as members. of the State 
Medical Society of Wisconsin in a spirit of 
patriotic duty, here and now give to cach 
colleague who may be conscripted or who 
may volunteer, our solemn assurance that we 
will do everything within our power to pro- 
tect his practice and preserve it for him dur- 
ing his absence from the community. 

—Wisconsin Med. Jnl. 


There is a certain rule of procedure for a 
hospital administrator or, for that matter, 
any executive officer who is in charge of 
other officers and employees and perhaps in 
contact with the general public. That rule is 
that whenever an order is given, or especially 
if reproof is to be administered, a request 
denied, or disagreeable information conveyed, 
it should, if possible, be by personal inter- 
view between the hospital administrator and 
the person or group concerned. The order 
or message may be confirmed in writing. 

—F. A. W. in “Hospitals” 
—- fe 


American Hospital Supply Distributes 
Thermoid Tufted Rugs 

The American Hospital Supply Corporation, 
Chicago, has been appointed distributors to the 
hospital field for Thermoid Tufted Rugs. 

These rugs, because of their special safety 
features, are of particular interest to the hos- 
pital field. An exclusive non-slip rubber back 
holds them firmly in place on any floor or floor 
covering. They are completely washable, and 
have been given high laboratory rating for col- 
or fastness, freedom from shrinkage, and heat 
resistance. Available in twelve colors, fully 
fringed, in sizes up to 36 inches by 60 inches. 

oo 
Trial Offer for Drinking Cups 

Have you heard about the Logan Drinking 
Cup Co.'s trial offer: a supply of sanitary paper 
cups, together with a metal wall dispenser, for 
$1.00? 

Paper cups, instantly available, and easily 
disposed of, are of course ideal for general 
hospital use, notably where frequent doses of 
several medicines are required. 
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You'll Want to Try These 

All good householders collect helpful hints 
for keeping the home-cogs working smoothly. 
Now here are some ideas for the hospital scrap- 
book — for removing rust from steel instru- 
ments, extending the cooling time of ice packs 
and loosening “‘frozen’”’ glass stoppers. 

This paste is specially designed to get to 
ordinarily inaccessible engraved or shaped sur- 
faces of instruments or equipment parts which 
have become rusted. Put this mixture on, al- 
low it to stand in a warm place for 15 or 20 
minutes, then wash off: 





Cre) | {ee 20 parts 
Phosphoric acid ..cccronceenee 20 parts 
Glycerine 10 parts 
Ground silles 22. 50 parts 


Nurses will welcome this method of keeping 
ice packs cold longer: Instead of crushed ice, 
try filling the bag with a mix of equal parts 
of glycerine and water, placing it in the freez- 
ing chamber of a mechanical refrigerator for 
one hour. Or else, simply put the glycerine- 
water mixture into the freezing unit trays. 
When it has reached a mushy consistency, it 
can be scooped up and put into the ice bag. 

Having trouble with “frozen” glass stoppers 
in hospital or laboratory equipment? Try a 
few drops of glycerine, or try a mixture of 
glycerine and water, preferably warmed, on the 
lip of the bottle, and allow it to seep down be- 
tween the adjacent glass surfaces. If this fails, 
use the following solution in the same way, but 
don’t heat it: 








Chloral hydrate a eeeececeneenne 10 Gm. 

Glycerine 5 Gm. 

Water 5 Gm. 

Hydrochloric acid (25%) 3 Gm. 
———- fe - 


Simplified Practice Recommended for 
Anesthesia Agents 
As a simplified practice and special safety 
feature, anesthetic gas cylinders could well be 
differentiated by color, suggests the National 
Bureau of Standards. They recommend the 
following colors: 














Oxygen green 
Caen See gray 
Nitrous Oxide light blue 
Cooma orange 
Helium brown 
Ethylene red 
Carbon Dioxide and 
Ong... gray and green 


Helium and Oxygen ccc sia 
brown and green 
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PAINFUL MUSCLES 
are responsive to treat- 
ment with 


Antiphlogistine 


© Prolonged Moist Heat 
© Soothing Medication 
The Denver Chemical Mfg. Co., New York 











Northwest Institute of 
Medieal Technology.Inec. 


Its Aims and Purposes 


(No. 83 of a series) 


F YOU were to honor us with a visit we 
believe that you would be satisfied that 
this specialized course of training is well 

planned and conducted to develop competent 
and dependable clinical laboratory techni- 
cians. Moreover, inquiry of employers of 
Northwest graduates would reveal more 
evidence of the successful application of 
our methods to develop technicians that 
have a more thorough knowledge of labor- 
atory procedures than has been generally 
available to employers. 


A catalog describing and 
illustrating our complete 
facilities wili gladly be 
mailed upon request to 
the Institute. 


3419 E. Lake St. 
Minneapolis, Minn. 




















HOTEL PHILADELPHIAN 





You will immediately sense and 
enjoy its old hospitable atmos- 
phere which has marked this as 
a truly fine modern hotel. Located 
within a five-minute ride to every- 
thing worthwhile, and yet far 
away from disturbing city noises. 


600 ROOMS with both $2.73 up 


COMFORTABLY AIR-CONDITIONED 
lounge and Restaurants 


DANIEL CRAWFORD, JRB., Manager 


39th AND CHESTNUT STREETS PHILADELPHIA 


April, 1941 























“This is the ORIGINAL 
Baby Beads Identification” 


The mother’s surname is spelled with letter beads 
onto a blue-bead necklace or bracelet which is 
tied and sealed on baby at birth. It is secure, 
attractive, sanitary, simple, and meets all identi- 
fication requirements, including multiple births 
and duplicate (mother and baby). Made in 
U. S. A. Price is moderate. 


Sample Sent on Request 


DEKNATEL 


QUEENS VILLAGE 


), NEW YORK 
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“Delicator” Makes Meat More 


Palatable and Nutritious 

To make meat more digestible, nutritious 
and tempting to the lagging appetite of the 
hospital patient, many institutions are using 
the “Delicator,” an electrically operated ma- 
chine which, its manufacturers say, is far su- 
perior to any other method of tenderizing, dic- 

ing or cubing. 
<e , “Delicated” 
Nt meats cook in 
- half the time, 
retain their 
original flavor 
nd juices. All 
inews and fi- 
bers are sev- 
@ ered for easier 
_ chewing by 58 
hin razor- 
sharp _ blades 
which pene- 
. trate the meat 
completely in 
criss-cross fashion. The process requires only 
a few moments, and no markings are apparent 
after cooking. 

This machine, we understand, is the only one 
which will tenderize any length of steak or 
other boneless meat up to 114 in. thick. The 
machine occupies little space, measuring 11 by 
1334 in., and is finished in white Dulux 
enamel. All parts coming in contact with the 
meat are of stainless steel. Manufactured by 
the U. S. Slicing Machine Co. Any informa- 
tion desired we will forward upon request. 

—-—+fe—- 
California's New Plan for 
Part-Pay Care 

A new “get-together” move by Government 
and Medicine in California, was underway in 
March when the state physicians’ service, or- 
ganized in 1939 by the California Medical as- 
sociation, signed a contract to provide medical 
care for low income farm groups represented 
on the borrowers’ list of the state’s Farm 
Security Administration. 

This step, it is considered, may benefit about 
5,000 California farm families, who will have 
free choice of the services of more than 5,000 
doctors all over the state. 

Terms of the contract provide that patients 
be allowed to see doctors in their offices or at 
home, with hospitalization in approved hos- 
pitals and drugs supplied by local pharmacies. 

Cost of the service is borne by patients to 
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the extent of their ability, the government pay- 
ing the difference by subsidy. Average yearly 
cost is estimated at $50 per family, of which 
the family pays about $35. 

—-.-- 4 — 





What Do YOU Say? 

1. Where is the largest chapter of the 
Red Cross in the U.S.? 

2. What hospital is reputed to be the 
oldest in the Western Hemisphere? 

3. Who is considered the “father of 
physiology” ? 

4. What is the largest tuberculosis 
sanatorium in Michigan? 

5. How many Doctors of Physic are 
to be found in Shakespeare's plays? 

6. What president of the U. S. “fell 
for” a medical faker’s “magnet” treat- 
ment? 


(See Page 45) 











Hospital Supts. To Advise Amer- 


ican Museum of Health 

The American Museum of Health — lodged 
in the erstwhile Medicine and Public Health 
building at the New York world’s fair — will 
have six leading hospital administrators on its 
scientific advisory board. 

Dr. Haven Emerson, former New York City 
health commissioner, is chairman. Other mem- 
bers are: Dr. Willard C. Rappleye, New York 
City commissioner of hospitals; Dr. Karl M. 
Bowman, director, psychiatric division, Belle- 
vue hospital; Dr. S. S. Goldwater, president, 
Associated Hospital Service of New York; 
Dr. C. W. Munger, director, St. Luke's hos- 
pital; Dr. C. P. Rhoads, director, Memorial 
hospital for treatment of cancer and allied dis- 
eases; Dr. Thomas Rivers, director, Hospital 
of the Rockefeller Institute for Medical Re- 
search. 

~~ 
Josephine County Protests 

A bill to open county hospitals to osteopaths, 
chiropractors, naturopaths, Christian Science 
practitioners and others was protested recently 
by representatives of the University of Oregon 
medical school, the state medical society, and 
the Josephine County medical association. 

+e —- — 


Big Moment in Minnesota 
March 10 was a red letter day for Minnesota 
hospitals: Governor Stassen signed a bill to 
legalize the status of the Minnesota Hospital 
Service association. 
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Here Are Your Answers 
(See Page 44) 

1. In Chicago. 

2. San Juan de Dios, in Quito, Ecuador, which 
has been operating since 1565. 

3. The Frenchman, Jean Fernel. 

4. William H. Maybury sanatorium, in Northville. 

5. Seven: Dr. Caius, in the “Merry Wives"; Dr. 
Butts, physician to Henry Vill; two doctors in 


“MacBeth"; Cornelius, physician in ‘Cymbeline'; 
Cerimon in "Pericles"; and the doctor in "King 
Lear’. 

6. Washington, who bought a pair of "tractors" 
(magnets) from that remarkable imposter, Elisha 
Perkins. 

a Seen 








@ Opportunities ® 


OPPORTUNITIES AVAILABLE 








DIRECTORS OF NURSES—(a) Large general hospital ; 
school limited to 60 students; splendid staff of as- 
sistants; desirable midwestern location. (b) University 
hospital; enrollment includes approximately 125 student 
nurses, 80 graduates; $3,000, maintenance. HT4-1, 
Medical Bureau (Burneice Larson, Director) Palmolive 
Building, Chicago. 

ANESTHETIST—One_ of California’s leading municipal 
institutions; somewhat isolated location in foothills of 
mountains, but most attractive for one interested in out- 
of-doors; ideal climate; $115-$135, maintenance. HT4-2. 
Medical Bureau (Burneice Larson, Director) Palmolive 
Building, Chicago. 

SUPERINTENDENT OF NURSES—Fairly large general 
hospital located in eastern state capital; appointment 
will include combination of duties with those of _prin- 
cipal in nursing school; $165, maintenance. HT4-3, 
Medical Bureau (Burneice Larson, Director), Palmolive 
Building, Chicago. 

SUPERVISORS—(a) Medical; large hospital; two years’ 
college training and some supervising experience re- 
quired; $145, maintenance; California. (b) Pediatric; 
splendid opportunity to head pediatric department which 
by 1942 will occupy new quarters with nearly double 
bed capacity; present department has 25 beds; ability as 
teacher and organizer essential; $100, maintenance; fally 
approved 100-bed hospital; midwest. (c) Obstetrical; 
large general hospital; Boston vicinity. (d) Operating 
room; eastern hospital where over three thousand opera- 
tions were performed last year; $120, full maintenance. 


HT4-4, Medical Bureau (Burneice Larson, Director), 
Palmolive Building, Chicago. 
SCIENCE INSTRUCTOR—One of leading schools of 


California; excellent teaching facilities; degree required ; 
$150, maintenance. HT4-5, Medical Bureau (Burneice 
Larson, Director) Palmolive Building, Chicago. 

GENERAL DUTY—Large general hospital having ll- 
graduate staff has vacancies for several general duty 
nurses; large staff of attendants permits graduate nurses 
to confine efforts entirely to professional side of nurs- 
ing; after six months, $80, complete maintenance; New 
York City. HT4-6, Medical Bureau (Burneice Larson, 
Director) Palmolive Building, Chicago. 


AZNOE’S Central Registry, established in 1896, offers a 
service dedicated to the solution of hospital personnel 
problems, and to the placement of well qualified ap- 
plicants in suitable positions. No charge to employers 
for a service providing an intelligent selection of well- 
trained applicants and their confidential credentials. 
Candidates desiring to locate interesting opportunities 
in hospital or medical work will find our descriptions 
of howe as they occur of great value. rite 
to AZNOE’S CENTRAL REGISTRY (Ann Lage. Man- 
aging Director), 30 North Michigan Avenue, icago. 


PRACTICES — hospitals — furnished — and sold — 
Locations for doctors and dentists. Write me your 
wants. F. V. Kniest, 1537 So. 29th, Omaha, Nebraska. 


April, 1941 





Haw to Get Rid of 
Roaches, Waterbugs 


and Silverfish 


With the utmost sim- 
plicity and absolute ef- 
fectiveness, you can kill 
troublesome roaches, 
waterbugs and silverfish 
and definitely keep 
them under control. All 
you need do is to use 
Gator Roach Hives. 
These open end tubes 
contain a bait that in- 
sects relish. One bite 
positively kills them. 
Gator Roach Hives con- 
tain enough bait to give 
months of service. They 
are odorless, clean and 
no trouble at all to use. 


Address 
Box 7 


The bait cannot be 
traced out to soil any- 
thing in your building. 
Used by leading hotels, 
hospitals, and public 
and private institutions 
throughout the U. S. 
and exported to 23 for- 
eign countries. Sold on 
a positive money back 
guarantee. Packages 


carry Good Housekeep- 
ing and Parents Guaran- 
tee and Approval Seals. 
Send for a Trial Pack- 
age of 36 Hives — 
$2.80 postpaid. 





DE SOTO CHEMICAL CO., ARCADIA, FLA. 








many years. 


X-Ray Films. 


Name 


If you have an 
accumulation of 


USED X-RAY FILMS 


THIS coupon, mailed to us, 


will bring an immediate offer from a 
4 reliable buyer, well and favorably 

known, with an excellent rating in the 

financial institutions. 

buying used X-Ray films from the 

leading hospitals of the USA for 
See our advertisement 
in the March issue of this journal. 


— — — Fill In, Clip, and Mail — — — 


Gering Products, Inc., 
Rahway, N. J. 


Without obligating us in any way we shall be 


glad to receive your offer for ..........-.--- 


We have been 


Ibs. of used 





Hospital 





Street 





City 


State. 
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HOW to do it- 








WHERE to get it-- 


and WHY 














Without cost to you any of the literature listed below will be forwarded 


promptly by a reliable manufacturer. 


This information is practical for your 


hospital. Order by number, and address this magazine, 43 East Ohio Street, 


Room 1016, Chicago, Ill. 


No. 183. “PSC”. A new brochure is available, 
explaining and illustrating each step in the tech- 
nique of preparing plasma and serum using vac- 
uum containers. 





No. 181. New Powerful X-ray Apparatus. An 
8-page brochure illustrating and describing a new 
1941 all-service shockproof x-ray apparatus, very 
compact and powerful, capable of being installed 
within suprisingly limited space in hospital or 
clinic. 

No. 177. Cheese Uses. Of direct interest to dieti- 
tians is this three-unit offer, which includes a card 
index and 42 tempting cheese recipes, which is 
supplemented each month; a sandwich recipe 
packet and an interesting booklet entitled ‘The 
Romance of Cheese.” 


No. 166. Gas Therapy Equipment. A discussion 
of modern methods and equipment for the admin- 
istering of oxygen as a therapeutic agent. Also, 
descriptive matter on oxygen tents. 





No. 147—Maximum ‘Service from _ Syringes, 
Needles, Thermometers. A 48-page booklet that 
is a valuable, ready reference in the selection 
and care of syringes, needles and thermometers. 
Suggestions for the best means of securing long 
service after purchase. 





No. 173—From Wards to Private Rooms, is the 
title of a new, interesting piece of literature, 
telling how you can turn your wards into private 
rooms at minimum cost. 





No. 160—Glass Coffee Brewer. 16 page illustrated 
booklet presents complete line of equipment for 
every hospital need. With time and temperature 
under control, and contact with metal avoided, 
the coffee is more appetizing and wholesome. 





No. 174. Human Blood Plasma and Serum. An 
8-page brochure explaining why Plasma or Serum 
requires no typing for cross-matching, thus mak- 
ing it immediately available for infusion. In some 
cases Plasma and Serum can be shown to be supe- 
rior ” whole blood in treatment of burns and 
shock. 
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No. 180. Airfoam Pillows. Ideal for the allergic 
or bedridden. Can be washed readily, aired and 
sterilized. The porous cellular latex is self-ven- 
tilating, prevents dampness; does not create or 
exude dust or lint; odorless and comfortably ad- 
justable. Cools quickly and never rises above 
room temperature. Illustrated folder sent upon 
request, giving further details. 





No. 152—The Arabinate Substitute for Blood 
Transfusions. The perfection of an intravenous 
solution of gum acacia and the technic of admin- 
istration in cases of shock and hemorrhage 1s de- 
tailed in an interesting pamphlet describing the 
development and use of sodium arabinate as a 
substitute for blood transfusions. 





No. 176—Urological Instruments. A well illus- 
trated 20-page booklet listing various urological 
instruments. Each illustration is accompanied by 
a brief description of its use. Included also are 
six points to look for in choosing urological sup- 
plies. An important feature: all these instruments 
(formerly imported) are now made in the U. S. 





No. 182. Apparatus Affords All Short Wave Fa- 
cilities. Six-page brochure, showing short wave 
apparatus designed to permit applications with all 
types of electrodes — also clear illustrations of 
the proper technics for using different electrodes. 





No. 169—Safety Patches for Rubber Goods. Re- 
pair punctures and snags! Easy to use — takes 
just a minute. Makes gloves, bottles, sheeting, etc., 
last twice as long and cuts replacement expense. 
Samples free on request. 


No. 172—Germicide — Fungicide — Antiseptic. 
An interesting illustrated folder describing the use 
of Mercresin in preoperative preparation, minor 
surgery and other fields wherever a dependable 
antiseptic is needed. Also, dilution chart. 





No. 143—Glove Sterilization Suggestions. The 
most recent material compiled for the benefit of 
operating room supervisors on the care and steril- 
ization of surgical gloves. Printed on heavy card 
board suitable for wall hanging. 
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Your choice 


We ship prepaid in U.S.A. one handsome metal wall cabi- 
net with complete filling of paper cups. Choice of either 
crisp, round, flat-bottomed AERO or unique, thrifty, wedge- 
shaped AJAX. State preference: send name and address with 
cash, check or money order for $1.00 today to Division 
nearest you! 


ADDRESS DEPT. E-4 


LOGAN DRINKING CUP CO. 
68 PRESCOTT ST., WORCESTER, MASS. 
PACIFIC COAST ENVELOPE CO. 
416 SECOND ST., SAN FRANCISCO 
Divisions of United States Envelope Company 


ECONOMICAL!-- HANDY!-- USEFUL IN 100 WAYS! 
| $100 











AJAX & AERO 


SANITARY PAPER DRINKING CUPS 













Hundreds of hospitals now use this safe, economical way to double 
the service of their rubber goods. 








- « - « ORDER FROM 
YOUR SUPPLY HOUSE 
E-Z PATCHES for repairing 
Punctures and tears in acid 
cured rubber gloves. 

100 patches $1.00 
ZATEX PATCHES for tre- 

iring punctures and tears 

in Latex gloves and sundries. 

100 patches $1.00 
ZATEX PATCHES for re- 
pairing punctures and tears 
in water bottles, syringes, 
sheeting, etc. 


50 patches $1.00 








’ or two will make your budget reach > 


If you'll just follow what we preach. 
Use us to fix each tear and hole 
We'll quickly make the object whole. 
Your rubber gloves and bottles, too 
Will last just twice as long for you." 


x 


(SW 








It's the sensible 


E-Z.é/ZA 


Safely PATCHES 


FOR ALL RUBBER GOODS 


*Request FREE test samples 


THE f.7 PATCH COMPANY 


AKRON, OHIO 


IR 


thing to do. 


TEX 
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Because the quality of medical gases 
cannot be determined except by accurate 
chemical analysis and these products are 
purchased and used sight unseen, CONFI- 

DENCE must be placed in the Manufacturer. 

Back of the “Puritan Maid” label on every 

cylinder, identifying the products of the 
Puritan Compressed Gas Corporation, is a 
reputation earned through many years of 
service to the Profession, during which time 

we have grown to be one of the largest 
producers of these products in the world. 













Puritan Mask and Bag complete $7.00 


Has had widespread acceptance and is known for effec- 
tive, economical administration of therapeutic gases. Write 
for Illustrated Booklet “Puritan Gas Therapy Equipment.” 


SEE YOUR PURITAN DEALER OR WRITE OUR NEAREST OFFICE 


PURITAN COMPRESSED GAS CORP. 


BALTIMORE BOSTON CINCINNATI ST. PAUL DETROIT 
CHICAGO ST. LOUIS KANSAS CITY NEW YORK 
© Puritan Dealers in Most Principal Cities e 


“PURITAN MAID” GASES AND GAS THERAPY EQUIPMENT 
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COUNCIL-ACCEPTED 


ABBOTT INTRAVENOUS SOLUTIONS 


Supplied in 











1000 and 500-cc. Container 
4124 Physiological Sc Tv | 
4 Dextrose, U.S.F inf iol i 
Chloride Soluti 
4130 Dextrose, U.S.P.1 in Physiolc 1S 
dium Chloride Solutior 
23 Dextrose, U.S.P.5 in Distilled Wate 
Dextrose, U.S.P. 1 n Distilled Water 
> Dextrose, U.S.P.5°7 in Ringer's Solut 
? Dextrose, U.S.P. 5 in Lactate F 4 
Solution a 
4131 Dextrose, U.S.P. 25% in Physiological i 
dium Chloride i 
4132 Dextrose, U.S.P. 2 in Distilled Wa 4 
4138 Dextrose, U.S.P. 2 in Physiological S 2 


dium Chloride Solution 
Ringer's Solution 
Dextrose, U.S.P. 10 tinger's Solutior 


INTRA 





] 


ID 





Cbbrott Bulk Intravenous Solutions 


Are Made to Ampoule Standards 


Abbott’s long experience 
in ampoule production 
has dictated the proce- 
dure, controls and stand- 
ards of the sterility tests 
used in the manufactur- 
ing of intravenous solu- 
tions in bulk containers. 

We have not permitted 
a quantity operation to 
lower our exacting stand- 
ards in the slighest 


degree. The words that 


NOUS SO 


appear on the label of 
each Abbott liter con- 
tainer are to be taken 
literally. When we say 
“chemically pure water, 
free from pyrogenic sub- 
stances,” we mean pre- 
cisely that. For literature 
on Abbott intravenous 
solutions and dispens- 
ing equipment, write 
ABBoTT LABORATORIES 


North Chicago, Illinois 


LUTIONS 














Normal Habits of Living 


with a full life expectancy ahead are the privilege 
of the diabetic under expert professional care and 
management. Preparations of Insulin from crys- 
talline or noncrystalline sources and Insulin mod- 
ified by the addition of protamine and zinc help 


solve the problem of diabetic care. : Protamine, 
Zine & 


Hetin 
_ Unsulin, Lilly) 
ELI LILLY AND COMPANY 


PRINCIPAL OFFICES AND LABORATORIES, INDIANAPOLIS, INDIANA, Ue Se A. 








